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SOME PRESS OPINIONS 

The Engineer.—*' Mr. Blount's book 
is a welcome contribution to a subject 
about which comparatively little of an 
exact nature is known, but which is rapidly 
becoming of great importance. It deals 
with every useful branch of electro-chem- 
istry, electric smelting and furnace work, 
electro deposition or plating, metal refining, 
metal wmning, manufisicture of alkali, 
bleach, and chlorate, as well as the pro- 
duction of various organic chemicals. We 
find in this volume a most happy, as it is 
indeed unusual, combination of merits. 

•* The fundamental laws are laid down 
with precision, great care being taken to 
distinguish sharply between the efficiency 
of a process as measured in terms of 
current tension or energy. Added to this 
we have constant reference to money 
efficiency." 

Fielden'8 Majtazine.— " We confi- 
dently recommend all who are interested in 
any of the electro-chemical industries to 
make themselves familiar with the contents 
of this book. To the earnest student it 
cannot fail to recommend itself when once 
it comes into his hands . . . from begin- 
ning to end the lxx>k maintains a uniform 
standard of excellence." 

Electro-chemistry.—" To general 
chemical students the book may be recom- 
mende<I in that it deals with the newest 
of chemical industri'S, and will perhaps 
induce some of the younger chemists to 
cngaee in this important branch of study." 
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Preface 

The intention of this book is to give an account of 
those electro-chemical processes which have been already 
or are likely to be turned to industrial use. Historical 
matter has generally been omitted for the sake of 
conciseness. For the same reason, comparison of electro- 
chemical processes with chemical or metallurgical methods 
accomplishing the same results has been confined to 
the indication of their relative advantages, a knowledge 
of the older processes being assumed. The relation 
between the output of a given process and the energy 
necessary for that output has been dealt with some- 
what fully, and in like manner the practical advantages 
to be gained by the use of electro-chemical methods 
in certain cases have been indicated. I venture to hope 
that the book may be found useful by sonie of those 
interested in one of the youngest and most promising 
of modern industries. 

B. B. 
London, 1900. 
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SECTION I 
Introduction — General Principles 



SECTION L INTRODTJCTORY 
The Principles of Electro-Chemistry 

ALL electro-chemical operations are performed either 
by the analytical property of electrical energy 
when -passed through an electrolyte or by the heat 
which is produced when a current of electricity is 
passed through a conduotor which is not an electrolyte. 
Numerous applications of both have been made, and the 
principles involved in these applications must be under- 
stood before the applications themselves can be con* 
sidered intelligently* 

ELECTROLYSIS 

It must be assumed that the reader is familiar with the 
general principles of chemistry and electricity. This 
being granted, it is necessary merely to state the 
meaning of certain special terms in order to make 
possible the conununication of an intelligent idea of the 
nature of electrolysis. 

Electrolysis itself may be defined as the course of 
chemical changes induced by the passage of a current of 
electricity through a chemical compound in solution or 
in the fused state.^ 

^ Besolntion of a compoimd by the mere heating effect of the 
current is not contemplated in this definition. 
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PEACTICAL ELECTEO-CHEMISTRY 

An dectrolyte is a compound substance capable of 
undergoing resolution into its constituent elements or 
radicles by the passage of a current of electricity. 

An dectrode is a conductor of the metallic class serving 
to convey a current of electricity into or out of an 
electrolyte. The electrode by which the current enters 
the electrolyte is called the anode] that by which the 
current leaves the electrolyte is called the cathode. 

Those constituent elements or radicles of an elec- 
trolyte which are believed to be the material carriers of 
a current of electricity through an electrolyte are called 
ions. 

Ions which appear as such or as their products at the 
anode are termed anions ; those appearing at the cathode 
are called cations. 

The ions appearing at the anode are negative to tUose 
appearing at the cathode ; thus, in general, metals or 
their oxides or hydroxides appear at the cathode, and 
non-metallic elements or their oxides or hydroxides 
(bodies of the class of acids) appear at the anode. 

It is useful to remember that, just as one generates 
hydrogen by the action of zinc on a dilute acid, so 
when a dilute acid is electrolysed hydrogen is evolved 
at the electrode connected with the zinc plate of the 
battery. Seeing that hydrogen stands to the other con- 
stituents of the acid in the relation of a metal, and is 
thus the positive element, it is clear that the electrode 
to which it is attracted must be the negative, i.e. the 
hydrogen or its equivalent metal appears at the negative 
electrode or cathode. Such notions, based on elementary 
chemical facts, make it easy, when the learner is con- 
fronted by two poles labelled + and - , to couple- them 
aright to the apparatus he intends to use. Having thus 
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INTRODUCTOEY 

cleared the gronnd, we may return to the consideration 
of the nature of electrolysis. 

Many substances, notably metallic salts, when fused or 
dissolved by a suitable solvent (most commonly water), 
suffer chemical change when a current of electricity ia 
passed through them. Thus, when zinc chloride ia 
fused, and two platinum plates (electrodes) are immersed 
therein, one being connected with one pole and one 
with the other of a sufficiently powerful source of 
electricity, a current passes through the liquid zinc 
chloride, and that body is separated into its constituents^ 
zinc appearing at the negative electrode, which is called 
the cathode, and chlorine at the positive electrode, which 
is called the auode. Similarly, when zinc chloride ia 
dissolved in water and electrolysed, the same products 
appear at the same electrodes. In each case the pro- 
ducts appear at the surface of the electrodes, and there 
is no indication of change in the liquid between the 
two electrodes. But there is reason to believe that 
many of the molecules of zinc chloride occupying the 
space between the electrodes undergo change during the 
passage of the current. It is supposed that each atom 
of chlorine separated from the zinc chloride at the anode 
is immediately replaced by another atom from an ad- 
jacent molecule of zinc chloride, and that the atom of 
zinc thus left in its turn requires an atom of chlorine 
from its neighbour ; this process continues until, at the 
end of a string of molecules, an atom of zinc is left^ 
robbed of its chlorine and without an available neigh- 
bour to borrow from. This atom of zinc appears as the 
free metal at the cathode. 

This is a simple cetse of electrolysis in which the 
products are the same from the fused salt as from the 
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PEACTICAL ELECTEO-CHEMISTEY 

salt dissolved in water, and where there is little ten- 
dency towards the formation of products other than the 
two primary substances, zinc and chlorine. It must 
not be supposed that the process of electrolysis is always 
as simple as this. In many instances the actual pro- 
ducts are not those which would be formed by the 
splitting of the salt into its metallic and non-metallic 
constituent, but include substances formed by the action 
of these primary constituents on the solvent. Thus, 
when sodium chloride is fused and electrolysed, the pro- 
ducts are sodium and chlorine. When its aqueous 
solution is electrolysed, the products are sodium hy- 
droxide, hydrogen, and chlorine. Seeing that free 
sodium acts violently on water, liberating hydrogen and 
forming sodium hydroxide (caustic soda), it is con- 
venient to regard the process of electrolysis in this 
instance as separating sodium from its union with 
chlorine, and the sodium thus liberated in the midst of 
an ample supply of water molecules at once reacting 
with them in precisely the same manner as it does when 
a piece of the metal is placed in contact with water. 
But further complexity may arise in this seemingly 
simple case of the electrolysis of an aqueous solution of 
sodium chloride. It is true that the products appear at 
separate electrodes, but as the process of electrolysis goes 
on the products will encounter each other unless some 
means of mechanical separation be devised. Considering 
the products one by one, it is clear that the greater 
part of the chlorine will escape as gas, but that a small 
portion will remain in solution. The hydrogen will 
escape as gas almost entirely ; the whole of the caustic 
soda will remain in the liquid. The portion of the 
chlorine which is dissolved will eventually encounter 
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INTEODUCTOEY 

the canstic soda and form sodium hypochlorite aiidl'<^ 
sodium chlorate, according to the temperature of the 
solution ; should it chance to meet the hydrogen before 
the latter escapes from the cathode, hydrochloric acid 
will be formed. This reacting with the caustic soda 
will regenerate sodium chloride and water, or encounter- 
ing sodium hypochlorite will give sodium chloride and 
chlorine, or meeting sodium chlorate will yield sodium 
chloride and chloric acid, a body itself always on the 
verge of splitting up. /• 

All these reactions may be proceeding at once, accord- 
ing to the local conditions of the liquid in contact with 
the electrodes. Thus a mixture of considerable com- 
plexity may result from a resolution which appears 
simple enough at first sight. 

Among all these various possibilities, there is one 
truth which has the force of a canon. It is that the 
energy impressed on the solution serving as an electro- 
lyte can have as its outcome only its strict equivalent in 
the substances which are produced. There may be (and 
usually is) a waste in transforming the electrical energy 
of the current used for the decomposition into the chemi- 
cal energy represented by the products of the decompo- 
sition, but there can never be a surplus. 

Part of this truth is involved in the hypothesis 
known as Faraday's law. By a number of well-con- 
ceived researches, executed with that skill in experiment 
which was native in this great chemist and physicist, 
Faraday established that, for a large number of electro- 
lytes which he examined, the same current produced 
equivalent quantities of products at the anode and the 
cathode. Now, as it is known that in a given electrical 
circuit the current passing between any pair of points is 
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PRACTICAL ELECTEaCHEMISTEY 

the same as that passing between any other pair of 
points, it follows that, when any number of electrolytic 
cells are coupled in series, the products separated at their 
anodes and cathodes are in all cases equivalent.* Thus, a 
current sent through a cell containing a solution of 
copper sulphate, and then through one containing fused 
zinc chloride, will liberate at the cathode of the first 
63'6 grammes of Qt for every 66 grammes of Zn liberated 
at the cathode of the second. Corresponding with each 
of these quantities there will be produced at the anodes 
96 grammes of the hypothetical radicle SO4 and 71 
grammes of chlorine respectively. 

The metal$ copper and zinc, being divalent, are set 
free atom for atom in their respective electrolytes. The 
radicle SO^, being also divalent,' is strictly equivalent to 
one atom of either of the metals. The element chlorine, 
being monovalent, is set free in quantity equivalent to 
each of the others, that is, two atoms become free for 
one atom of zinc or copper. The radicle SO4 has no 
objective existence, but what may be termed its natural 
products appear in strictly equivalent amount, viz., 
and SOs, the latter of course combining with the water 
of the copper sulphate solution to form H2SO4. 

But though the quantities of the elements or radicles 
liberated at the electrodes are all equivalent, yet the 
energy expended in each cell is not necessarily equal 
to that expended in any other. The current flowing 
through each cell is equal, but the fall of voltage from 
anode to cathode in each cell will vary with the chemical 



* For the discussion of matters purely electrical the reader is 
referred to any good text-book dealing with the branch of physics 
known as electricity. 
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INTEODUCTOEY 

energy represented by the union of the anion and cation. 
It is convenient to measure the energy evolved by the 
chemical union of two bodies in thermal units. Thus 
the heat of combination of 23 grammes of sodium and 
36-5 grammes of chlorine is 9769 CaL* To liberate 23 
grammes of sodium and 36*6 grammes of chlorine from 
68'5 grammes of sodium chloride, 97*69 Cal. or its 
equivalent in electrical units of energy must be ex- 
pended. The electrical unit of energy or joule is 0*7376 
foot-pound, or 0*00024 Cal. Therefore, for the de- 
composition of 68*6 grammes of NaCl, assuming no 
waste to occur, 407,042 joules must be expended. But a 
joule, being a unit of energy, can be expressed as the 
product of two values — one of the nature of a quantity, 
the other of a pressure. Thus 1 joule is the product of 
1 coulomb and 1 volt. The coulomb, being the unit of 
the quantity of electricity, involves in its flow the 
separation of a definite and equivalent amount of any 
electrolyte. One coulomb can decompose 0*0006046 
gramme of NaCl, and 68*6 grammes of NaCl require 
96,640 coulombs for their decomposition. But in order 
that the passage of 96,640 coulombs should represent the 
expenditure of 407,042 joules, they must be delivered at 

407 042 
a pressure of ' ^ volts, i.e. at 4*22 volts. ^ 

It will be observed that here no mention is made of 
time ; the work may be done in any time provided the 
requisite number of coulombs are caused to flow at a 
pressure not lower than 4*22 volts. For the purpose of 

^ Throughout this book the unit of heat energy used is the 
Icilogramme-calorie (represented by Cal.) unless a direct statement 
to the contrary is made. The kilogpramme-calorie is the quantity 
of heat needed, to raise 1 kilogramme of water from 15"* C. to 16** C. 
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PEACTICAL ELECTEO-CHEMISTEY 

this argument the figure which is usually accepted for 
the heat of combination of sodium and chlorine has been 
taken ; seeing, however, that the electrolysis of sodium 
chloride into its cation sodium and its anion chlorine 
cannot be effected when the salt is in the solid state 
(because it is then almost non-conducting), but is carried 
out with the salt in a state of igneous fusion, a condition 
which it attains at a moderate red heat, it is certain that 
this value is too high, for at this working temperature 
sodium chloride is already approaching its temperature 
of dissociation, i.e. its constituent atoms are less firmly 
united than they are at the ordinary temperature, and, 
therefore, the total energy needed to dissever them is 
smaller than that which would be requisite at the 
ordinary temperature. In a word, part of the work of 
disconnecting sodium and chlorine has been performed 
by the heat needed to fuse sodium chloride, and the 
electrical energy which has now to be impressed on 
it is correspondingly smaller in amount. Now, by 
Faraday's law, each unit of electrical quantity liber- 
ates one equivalent of sodium and one of chlorine, 
and thus the number of coulombs necessary for decom- 
posing 68'5 grammes of sodium chloride at a red heat is 
the same as that which would be needed at the ordinary 
temperature ; therefore, the factor which suffers change 
is the electrical pressure or voltage. Thus in this case 
the minimum voltage necessary to decompose fused 
sodium chloride at a red heat is smaller than 4*2 volts. 
Its precise value has not been determined (see p. 20). 

In the foregoing argument all consideration of the 
possibility of a portion of the heat energy impressed on 
the fused sodium chloride being converted into electrical 
energy and thereby providing a voltage auxiliary or op- 

10 



INTRODUCTOBY 

posed to the voltage of the eztemiJ sonrce of electriiml 
energy has been purposely omitted. The one fundamental 
fact to be thoroughly grasped is that the energy necessary 
to decompose a given substance at a given temperature 
is a constant quantity, and that, if Faraday's law be 
true for that substance, there is a fixed minimum voltage 
necessary for its decomposition. Any accurately made 
experiment which tends to show that a given electrolyte 
can be decomposed by a voltage smaller than that cal- 
culated from the heat of formation of the electrolyte at 
that temperature will invalidate Faraday's law. 

There is no need to shrink from such an overthrow, 
but the experiments needed to accomplish it must be 
less open to criticism than any which have yet been 
published. 

Perfect understanding of these principles is necessary 
for intelligent study of any practical process of electro- 
lysis. The eflSciency of a process is frequently stated in 
terms of current alone, i.e. the efficiency is stated as the 
ratio which the weight of product actually obtained 
bears to the weight of product which should be obtained 
by the passage of the number of coulombs known to 
have passed. But this method of statement ignores the 
•equally important factor of voltage, t.e. it fails to take 
into account the pressure at which the coulombs have 
been delivered. Therefore it is necessary, in addition to 
giving the current efficiency for a process, to give also 
the energy efficiency, i,e. the ratio of the weight of the 
product actually obtained to the weight which should 
be obtained by the theoretically perfect expenditure of 
the total number of electrical energy units (joules) which 
have passed through the cell. Thus a solution of sodium 
-chloride may be electrolysed with a voltage of 23 volts. 

II 
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PEACTICAL ELECTEO-OHEMISTEY 

In practice the voltage required is as high as 4 volts ; 
the current efficiency may be 90 per cent., but the energy 

2*3 

efficiency under these conditions is only 90 x -j- = Bl| 

per cent. 

THE CONSTITUTION OP ELECTROLYTES 
AND THE MECHANISM OF ELECTROLYSIS 

SoHs aid to clear thought as to the way in which re- 
actions are brought about by electrolysis is afforded by 
considering the ultimate structure of atypical electrolyte 
and the molecular mechanism by which electrolysis is 
effected. A full discussion of this subject is a proper 
matter for a text-book on chemical physics, but certain 
of the more important theoretical conceptions and their 
consequences may be set down here. 

NORMAL CONDITION OF A DISSOLVED NON- 
ELECTROLYTE 

This may fisst be considered as a simpler case, before 
passing \) the discussion of the condition of a dissolved 
electrolyte. At the present time it is generally held that 
the molecules of a substance, such as sugar, which is not 
an electrolyte, are, when dissolved in a solvent capable 
of no appreciable chemical action on the dissolved sub- 
stance, in a condition comparable with that of the mole- 
cules of a substance existing as a gas. A solution of 
such a non-electrolyte exercises a pressure proportional 
to the number of molecules per unit volume occupied, 
thus behaving precisely in the same manner as a gas. . 

This pressure, which is termed the osmotic pressure of 
the dissolved substance, is detected and measured by a 
device which will be understood from the following con- 

12 
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Crete case. Suppose the osmotic pressure of a sugar solu- 
tion is to be determined, a " semi-permeable " membrane 
is prepared by depositing within the pores of an ordinary 
porous pot a precipitate of cupric ferrocyanide, a body 
which is found to allow the diffusion of water but not of 
sugar. The formation of the semi-permeable membrane 
is effected by filling the pot with a solution of potassium 
ferrocyanide and surrounding it by one of copper sul- 
phate. The two liquids, meeting in the interstices of the 
pot, form there a layer of cupric ferrocyanide which has 
the property enunciated above. 

After removing the pot from the liquids and washing 
out traces of soluble salts the membrane is ready for use. 
The pot is filled with sugar solution, the top is closed by 
a cork carrying a manometer and the pot is then immersed 
in pure water. On each side of the semi-permeable mem- 
brane in the pores of the pot molecules of water are con- 
stantly impinging. Those impinging on the inside in 
contact with the sugar solution are, however, fewer per 
unit of time than those on the outside in contact with pure 
water, because a certain part of the volume of the sugar 
solution is occupied by sugar molecules instead of water 
molecules. Now those molecules of water from the out- 
side which do not collide with water molecules on the 
inside pass through the membrane ; no corresponding 
efflux of sugar molecules is possible because the sugar 
molecules cannot pass through the semi-permeable mem- 
brane. The influx of water molecules from the outside 
goes on until those on the inside are sufficiently crowded 
together to make the same number of impacts on the in- 
side of the membrane as do those on the outside. That 
is, the pressure due to water molecules is equal on each 
side of the membrane. But the pressure of the sugar 
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molecules on the inside is over aoid above this pressttre of 
the water molecules, and the total pressure of the sugar 
solution is thereby increased. The amount of the increase 
is indicated by the manometer. A rough calculation 
will show the order of magnitude of such osmotic pres- 
sures. A porous pot of a capacity of 100 c.c. is filled 

with sugar solution containing rrr gramme molecule of 

sugar per litre, i.e. 34*2 grammes per litre, or in the 100 
c.c. 3-42 grammes of sugar. Now, if it were possible to 
gasify sugar by heat without decomposition, 342 grammes 
of sugar-gas would occupy a volume which, corrected to 
0° 0. and 760 mm. pressure, would equal 2 x 11-2 litres ; 
therefore, 3-42 grammes would occupy '224 litre, i.e. 224 c.c. 
Regarding the dissolved sugar as being in the same condi- 
tion as if it were gasified, it is evident that the pressure 
above that of the atmosphere which the sugar is capable 

224 
of exerting is ^™ x 760 mm. = 1,702 mm. of mercury. 

Direct experiment in the manner described above gives 
figures closely corresponding with this. Additional evi- 
dence in favour of the belief that a non-electrolyte dis- 
solved in a neutral solvent has its molecules in the same 
condition as those of a gas is afforded by a variety of 
other chemico-physical measurements. 

Thus, when a solution of sugar in water is frozen, 
water free from sugar is first separated as ice, and this 
at a lower temperature than the freezing-point of pure 
water, viz. 0° C. Now as pure water (in the form of ice) 
is abstracted from the solution the volume available for 
the molecules of the dissolved substance is diminished ; 
if the molecules of the dissolved substance be in the same 
condition as those of a gas, the diminution of the volume 
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which they occupy (pressure being constant) can be 
effected by the abstraction of a quantity of heat readily 
calculable. This quantity of heat is found to be mea- 
sured jointly by the lowering of temperature needed to 
bring about the diminution of volume and the latent heat 
of the solvent. The latter being known {e.g. 80 Cal. for 
water), the former can be directly compared with the 
lowering of temperature experimentally observed. They 
are found to agree, and it may thus fairly be deduced that 
the molecules of the dissolved substance are in the same 
condition as those of a gas. Other means of judging the 
condition of the molecules of a dissolved non-electrolyte in 
a neutral solvent, such as the lowering of the vapour pres- 
sure of a given solvent by the addition of a soluble 
substance, lead to the same result. Therefore it may be 
provisionally accepted as consonant with experiment that 
the molecules of a non-electrolyte dissolved in a solvent 
on which it does not act chemically behave in many 
respects similarly to the molecules of a gas.^ 

CONDITION OF A DISSOLVED ELECTROLYTE 

When the methods briefly described above, of examin- 
ing the condition of a substance which is not an electro- 
lyte dissolved in a solvent on which it does not act 
chemically, are applied to the examination of solutions 
of electrolytes, it is found that such solutions give indi- 
cations of abnormal behaviour. Electrolytes behave in 
manner similar to that of a compound gas, the molecules 
of which are dissociated into a larger number of simpler 

* When a solution is somewhat strong, the molecules of the dis- 
solved substance do not conform perfectly to gaseous laws. This 
divergence is comparable with that of gases themselves when 
highly compressed or near their liquefying point. 
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units. Thus a dilute solution of NaCl in water behaves 
as if it contains nearly twice as many ultimate particles 
as it does molecules. From this it is assumed that most 
of the molecules NaCl must be split up into their ions 
Na and CL^ Evidence of complete ionisation is forth- 
coming only when the solution of sodium chloride is 
exceedingly dilute, e.g. contains ^^jj^^ of a gramme 
molecule per litre, i.e. has a strength of 0*000586 per 
cent. Increasing dilution gives increasing ionisation, 
and it is assumed that at infinite dilution ionisation would 
be complete. Solutions of moderate strength, such as 
those containing 1 gramme equivalent per litre (5-85 per 
cent. NaCl), behave as if a portion of the molecules were 
ionised and a portion were present as ordinary molecules. 

This ionisation occurs with all electrolytes, and ap- 
proaches completeness more nearly with substances whose 
solutions are good conductors than with those which are 
indifferent conductors. Certain substances give evidence 
of being split up into more than two ions. Thus the 
osmotic pressure, depression of freezing-point, etc.,Df 
dilute barium chloride solution point to the salt being 
split up into the three ions Ba, CI, CI ; similarly, according 
to its dilution, sulphuric acid may be split up into the 
two ions n and HSO4, or into the three ions H, H, and 
SO^. 

It is evident that if the ions Na and CI exist free in a 
solution of NaCl, they must be endowed with properties 
very different from those of the elements sodium and 
chlorine in ponderable masses as we know them. Cer- 
tainly a solution of sodium chloride gives no indication of 
containing free chlorine, while free metallic sodium could 

* An ion is not necessarily an atom ; thus the ions of potassium 
nitrate are K and NOa. 
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not exist as sncli for a moment in the presence of a large 
quantity of water. 

Still more conclusive is the consideration that the 
severing of NaCl into Na and CI needs the expenditure 
of 97-69 Cal. per gramme molecule, and no such energy is 
impressed on it by the mere act of dissolving the salt in 
water. Therefore it is clearly impossible to regard 
the ions Na and CI as free sodium and chlorine in the 
ordinary sense. To meet these objections to the belief in 
the existence of free ions, it is assumed that each ion 
carries a charge of electricity, the cations a charge of 
positive electricity and the anions one of negative elec- 
tricity, and that their properties are profoundly modified 
by the possession of these charges, the total number and 
amount of which are equal and opposite and counter- 
balance each other, so that the solution as a whole gives 
no indication of possessing any charge at all. 

This conception is a mode of thought and not an 
objective reality, and may eventually be replaced by a 
hypothesis involving fewer and less sweeping assump- 
tions. 

Further, it is believed that these ions in solutions of 
moderate concentration are at times free, and at times 
united to form an ordinary molecule, and that they move 
through the solution forming and breaking unions with 
ions of the opposite kind. It is also considered that each 
kind of ion moves at its own pace, and that an ion may 
remain free in its solution for an appreciable time. 

The mechanism of electrolysis, according to this theory, 
is as follows : — ^On a current being passed through an 
electrolyte, such as the aqueous solution of a metallic 
salt between two unattackable electrodes, the cations 
carrying positive charges flow to the cathode and there 
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giv6 up their charges, becoming ipso facto ordinary 
molecules and appearing^ at the surface of the cathode as 
metal, or as the products of the action of this metal on 
water, viz. hydrogen and a metallic hydroxide. Simi- 
larly, the anions carrying negative charges flow to the 
anode and there give up their charges, appearing as 
ordinary molecules of the same composition as the ions 
themselves, or as the products of their action on water. 
The function of the current is to neutralise the charges 
thus given up at each electrode, and to allow the ions to 
assume the ordinary molecular condition. The concep- 
tion of the existence of an ion as carrying a charge of 
electricity, and of the transference of electricity through 
an electrolyte being dependent on the flow of charged 
ions, has been extended to form a theory of the primary 
cell. Thus, in a Daniell cell, consisting of zinc in zinc 
sulphate and copper in copper sulphate, it is considered 
that the zinc possesses a *j dissolution pressure " whereby 
its molecules tend to become ions in the solution of zinc 
sulphate with which it is in contact. In order to attain 
this ionised state an equal number of ions already exist- 
ing in the solution must be changed from the ionised to 
the molecular state. Such a transformation happens to 
the copper ions in the other compartment of the. cell, 
because the dissolution pressure of the zinc is greater 
than that of the copper. The zinc ions require to be 
positively charged, and equally the copper ions in the 
act of becoming ordinary molecules give up their positive 
charges, which are transmitted through the exterior cir- 
cuit to the zinc plate. The difference between the dis- 
solution pressures of copper and zinc is a measure of the 
voltage of the cell. 
In the foregoing sketch I have endeavoured to state 
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fairly and clearly the chief ideas embodied in the ionic 
theory of electrolysis. The theory at present serves to 
correlate facts rather than to explain the real mechanism 
of electrolysis. As now expounded it is not completely 
convincing, involving as it does a good many assump- 
tions not very probable nor even wholly consonant with 
experiment. Fortunately all practical applications of 
electrolysis can be satisfactorily considered without 
having recourse to this hypothesis, and the practician 
who is equipped with a sound knowledge of the princi- 
ples of chemistry and electricity can grapple successfully 
with any problem in electrolysis which is likely to pre- 
sent itself, irrespective of the precise explanation which 
may be at the moment most agreeable with the teachings 
of the ionic hypothesis. 



METHOD OP CALOULA^TINa OUTPUT IN 
ELECTROLYTIC PROCESSES 



Ik the foregoing sections sufficient has been said to give 
some idea of the nature of electrolytic changes, the 
mechanism by which they are possibly brought about, 
and the quantitative relations of the electrical energy 
used and the products obtained. This last-named sub- 
ject has only been touched on lightly and incidentally, 
merely as far as was necessary to illustrate the other two, 
and seeing that it is all-important in practical work, a 
special section may conveniently be devoted to its con- 
sideration, even though it involve occasional repetition 
of what has already been said. 

The best way to understand the quantitative relations 
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of any process of electrolysis is to consider the process on 
the basis of the amount of energy which it requires. To 
bring about a given chemical change which is endother- 
mic the expenditure of a definite quantity of energy is 
requisite, and the electrical energy supplied to cause this 
change by electrolysis must be equal to or greater than 
this quantity. It matters not what cunning arrange- 
ment for conducting the electrolysis may be devised, this 
fundamental law cannot be circumvented. 

Thus, if a process be schemed for the electrolytic 
decomposition of sodium chloride into sodium and chlo- 
rine, the amount of electrical energy which will be 
needed for the decomposition of 1 gramme molecule (68-B 
grammes) is not smaller than that equivalent to 97*69 
Cal., assuming this to be the heat of combination of 
sodium and chlorine. The fact that all electrolytic pro- 
cesses for the direct decomposition of sodium chloride 
require the salt to be fused, and are therefore carried out 
at a red heat, in no way invalidates the general truth of 
this statement. At a red heat the heat of combination 
of sodium and chlorine is not 97*69 Cal., but a smaller 
value, e,g. 88-21 Cal.* Accepting this value, it is certain 
that a quantity of electrical energy not smaller than 
88*21 Cal., when translated from electrical into heat units, 
must be impressed on the salt kept just at its fusing- 
point by extraneous heat. The quantity needed may be 
larger than this for a number of reasons, which will 
become evident when this particular electrolytic process 

^ This figure may be approximately arrived at by deducting from 
the heat of combination the quantity of heat needed to raise 58*5 
grammes of salt from IB** C. to its melting-point, 772^ C, taking 
the specific heat of salt as 0*214, and neglecting its latent heat of 
fusion, which is probably small. 
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and others cognate with it are discussed in their proper 
place, but it will certainly not be smaller unless the 
sensible heat supplied from without is capable of conver- 
sion in the decomposing cell into electrical energy, and 
of this we have no evidence. Now the unit of electrical 
energy is the joule, and is equal to 0*00024 CaL, i.e. 
0-00024 kilo of water raised from 16° C. to 16° C.^ There- 
fore the decomposition of 68-6 grammes of sodium 
chloride at its fusing -point into sodium and chlorine 
requires 8821 Cal. = 367,642 joules. But according to 
Faraday's law (see p. 7) the isolation by electrolysis 
of a chemical equivalent of any substance requires the 
passage of the same number of units of current. For 
1 gramme equivalent of any substance this number of 
units of current is 96,640 coulombs. Now 1 unit of elec- 
trical energy may be expressed as the product of 1 unit 
of electrical quantity x by 1 unit of electrical pressure, 
i.e. 1 joule = 1 coulomb x 1 volt. 

In order to represent 367,642 joules, 96,640 coulombs 
must be delivered at a certain electrical pressure, 
i.e. 367,642 =. 96,640 x x volts. 
.-• X = 3-807 volts. 

This means that, accepting the heat of formation of 
sodium chloride at its fusing- point as 88-21 Cal. and 
assuming the truth of Faraday's law, the minimum 

^ Formerly the calorie was taken to be the quantity of heat 
needed to raise the temperature of 1 kilo of water from 0° C. to l^'C, 
but of late years it has been found convenient to choose a somewhat 
higher temperature, because the specific heat of water exhibits cer- 
tain irregularities near its point of maximum density (4* C.) and its 
freezing-point ((T C), and first becomes approximately constant for 
a considerable range of temperature at lb'* C. The unit, like most 
others, is essentially arbitrary, and the precise value chosen is 
merely a matter of convenience and convention. 
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voltage necessary to effect the electrolytic decomposition 
of fused sodium chloride into sodium and chlorine is 
3*807 volts. It means neither more nor less than this. 
It does not mean that sodium chloride at any tempera* 
ture requires this voltage, and it does mean that no 
smaller voltage will decompose sodium chloride under 
the conditions given. Such steadfast data are continually 
available in electrolytic work, and in those cases where 
they appear not available it is our knowledge either of 
the precise heat of combination of the constituents of the 
electrolyte at the temperature chosen or of the precise 
products obtained by electrolysis which is at fault, and 
not the truth of the doctrine of the conservation of 
energy or of Faraday's law. 

Thus in practice he who is firmly grounded in these 
primary principles can deal with each particular case as 
it arises, not experimenting blindly, but with certain 
definite and exact generalisations to guide him. 

It is evident from: this that the output of any given 
substance for a given current can be calculated from 
the single datum, One chemical equivalent of any electro- 
lyte expressed in grammes requires the passage of 96,640 
coulombs for its liberation or decomposition^ and that 
the critical pressure for the decomposition of any given 
electrolyte can be calculated from the single datum, 
The energy of combination expressed in joules of 1 
gramme equivalent of any electrolyte^ divided by 96,540 
coulombs^ equals the minimum pressure in volts necessary 
to bring about the electrolysis. 

It is unnecessary to give an elaborate table of the 
chemical equivalents of a long list of substances, 
together with their calculated output per coulomb or 
per ampere second (the same thing as a coulomb) or their 
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ampere hour (a convenient commercial unit). It will 
suffice to set down a few both to give some idea of the 
order of magnitude of the quantities obtained and for 
convenience of reference to those numbers which are 
constantly occurring in electro-chemical work. 
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Aluminium (Al) 


27 


8 


9 


0-098 


0-8366 


Chlorine (CI) . 


86-6 


1 


3B-5 


0-868 


1-3237 


Copper (Cu) (Cupric) . 


63-5 


2 


81-75 


0-829 


1-1837 


„ u „ (Cuprous) 
Hydrogen (H) . 


63-6 


1 


68-6 


0-658 


2-8674 


1 


1 


1 


0-0108584 


0-08729 


Iron (Fe) (Ferrous) . 


B6 


2 


28 


0-290 


1-0441 


Lead (Pb) (as cation) . 


207 


2 


103-6 


1-072 


8-8695 


„ „ (as anion) . 


207 


4 


51-76 


0-586 


1-9297 


Nickel (Ni) . 


B8B 


2 


29-25 


0-308 


1-0907 


Oxygen (0). 


16 


2 


6 


0-083 


0-2988 


Silver (Ag) . 


108 


1 


108 


1-119 


4-0273 


Sodium (Na) 


28 


1 


23 


0-288 


0-8677 


Zinc (Zn) . 


66 


2 


82-6 


0-387 


1-2119 
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THE CONVERSION OF ELECTRICAL 

ENERGY INTO HEAT FOR ELECTRO- 

CHEMICAL PROCESSES 

Up to this point the electro-chemical principles which 
have been discussed are those which relate to electro- 
lysis. There is another method of applying electrical 
energy to chemical and metallurgical processes, and that 
is by direct conversion into heat. In an electrolytic 
operation every unit of heat appearing means waste, for 
in one working ideally all energy impressed on the 
electrolyte should appear in the form of chemical energy 
of the products of electrolysis. Where heating alone is 
to be accomplished any electrolytic decomposition means 
waste ; a complete conversion of electrical energy into 
heat in the vessel in which the process is to be carried 
out should be achieved. There are, however, certain 
electro-chemical processes in which electrical energy is 
used both for heating and for effecting electrolytic 
resolution; the most noteworthy instance is in the 
manufacture of aluminium (q.v,) by the electrolysis of 
alumina dissolved in a double fluoride of aluminium and 
sodium. The bath is not only decomposed electrolyti- 
cally, but is also kept fused by heat obtained at the 
expense of electrical energy passing between the 
electrodes. The principles which have been laid down 
for electrolysis without heating and those about to be 
enunciated for heating without electrolysis may be 
applied to these mixed cases ; any special considerations 
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for particular instances will be discussed under the 
individual heads of processes of this type. 

The principles of electrical heating as far as they con- 
cern the electro-chemist may be very briefly dealt with. 

The passage of a current of electricity through a con- 
ductor of the metallic class is always attended by the 
production of heat. When the conductor is of large 
section and of a material which conducts well, the 
quantity of heat produced is small compared with the 
total quantity of energy transmitted ; when the con- 
ductor is of small section and conducts badly, the 
quantity of heat produced is relatively great. These 
qualitative statements are made quantitative by saying 
that the heat produced by the passage of electrical 
energy through a metallic conductor is measured by the 
drop of voltage from one end of the conductor to the 
other, multiplied by the total current passing. Thus if 
a current of 1,000 amperes be passed through a con- 
ductor, and there is a drop of voltage from one end of 
the conductor to the other of BO volts, energy is being 
expended at the rate of 60,000 watts, i.e. 60,000 joules, 
per second. Therefore in one second the number of 
units of heat generated in that conductor will be 
60,000 X -00024 Cal. = 12 Cal. 

If the conductor be of small mass, and if the specific 
heat of the conductor be also small, the temperature of 
the conductor will be greatly raised. Further, if the 
conductor be enveloped in a sheath which will not 
conduct heat, every unit of heat generated is retained, 
and the temperature of the conductor is a direct measure 
of the energy expended. Under theoretical conditions, 
therefore, any conductor contained in a sheath perfectly 
non-conducting for heat and conveying any current 
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however small, will ultimately attain an infinite tem- 
perature. In practice this goal is approached by 
encasing the conductor in a mass of material as nearly 
non-conducting for heat, as possible, and passing through 
it so large a current as to generate heat more rapidly 
than the heat can be conveyed away until the tem- 
perature (heat potential) becomes extremely high. 

These requirements are fulfilled by the apparatus 
known as the electric furnace. Two forms are commonly 
used. In one an arc is produced in the midst of the 
mass to be heated, and in the other a current is passed 
through a continuous core of refractory material (usually 
a thin rod of carbon) which has a small section, a small 
heat capacity, and a high electrical resistance. When 
a large current is passed through such a core, its 
temperature rises until it becomes so high that losses by 
radiation and conduction balance the energy impressed 
upon it. But besides this limiting condition there may 
be in electric furnace operations a direct demand on the 
electrical energy supplied in the shape of energy needed 
to effect some chemical change in the mass to be heated. 
Thus if a mixture of lime and coke is to be converted 
into calcium carbide (g.t?.), energy is required to bring 
about the formation of calcium carbide irrespective of 
that necessary to heat the charge. Therefore it is clear 
that every electro-chemical furnace process must be 
considered individually, and that no general principles 
can be usefully laid down other than that already 
enunciated, viz. that the total heating effect of a 
current passing through a given conductor is measured 
by the current and the drop of voltage between the ends 
of the conductor. 
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RELATIVE VALUE OF ELECTRO-CHEMIOAL 

PROCESSES AND PURELY CHEMICAL 

PROCESSES 

7bom the point of view of the practical worker, choice 
between an electro-chemical process and one which does 
not depend on the application of electrical energy from 
without depends solely on the relative monetary advan- 
tages of the two methods. 

In almost all cases a given product which can be 
obtained by electrolytic means can be prepared equally 
well by purely chemical methods. 

For example, pure copper can be prepared by precipi- 
tation of cuprous oxide with glucose in alkaline solution 
and reduction of the cuprous oxide in hydrogen, as well 
as by the electrolysis of copper sulphate. Pure zinc can 
be prepared by fractional distillation of the commercial 
metal in vacuo at least as well as it can be obtained by 
any electrolytic process. 

Chlorine and caustic soda have been made for nearly a 
oentury successfully, on a large scale and of excellent 
quality, without having recourse to electrical processes. 
Sodium, although originally prepared by the electrolysis 
of caustic soda, has been manufactured for more than 
fifty years by reduction of sodium carbonate with car- 
bon; quite recently the electrolytic method has again 
been used, and is now the only remunerative process. 
On the other hand, there are certain products which 
have only come into existence (actual or industrial) since 
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electrical methods have been developed. The most note- 
worthy instance of such a product is silicon carbide 
(carborundum) (j.t?.). This body, as far as we know, 
does not exist naturally in the earth's crust, and has 
certainly not been prepared by ordinary chemical 
methods. It has been created by the electric furnace, 
and there is no question as to what process must be 
used in preparing it. Calcium carbide {q.v.) stands on a 
similar, but not identical, footing. It can be prepared 
by chemical methods, but they are commercially im- 
practicable, whereas it is already made on a large scale 
at a low cost by an electrical process. In like manner 
persulphates, which find a somewhat limited use as 
oxidising agents, can, as far as we know, be prepared 
only by electrolytic means. 

In all such cases there is no difficulty in choosing a 
process; the selection is made on the principle of Hobson's 
choice. But in many other instances several possible 
processes are available ; adoption of one rather than 
another depends on many considerations which must be 
taken into account in each individual case. Here it 
will suffice to indicate the chief conditions which make 
an electrical process preferable to a chemical process 
having the same product, or vice versd. 

"When these are thoroughly understood, it is possible 
to decide what method should be adopted under any 
given local circumstances. The following generalisa- 
tions may be found of utility. 

When an operation requires a large quantity of heat 
at a temperature not exceeding 2,000° C. = 3,632° F., there 
is strong primd facie ground for choosing a chemical 
rather than an electrical method. This is because heat 
obtained from electrical energy is greatly more costly 
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unit for unit than heat obtained directly by combus- 
tion. Electrical energy, if obtained from the heat 
energy of coal through the agency of the intermediaries 
— boiler, engine and dynamo — does not represent more 
than one-tenth of the energy given out by the original 
combustion of the fuel under the boiler. Its costliness in 
money as distinct from energy is higher still, because an 
expensive plant, representing heavy interest and upkeep 
charges, is required for the conversion of heat energy 
into eleotrical energy. Where water power is available, 
these charges still make electrical energy much dearer 
than heat energy directly obtained by the combustion 
of fuel. Thus, the energy from a water power repre- 
sented by 1 H.P. acting for a year of 36B days, each of 
24 hours, costs in interest and maintenance not less than 
£2 under the most favourable condition. One h.p. year 
=:6',646-2 Cal. = 70B-8 kilos of coal of calorific value 8,000, 
which, at 109. per ton, costs 78. Competition is there- 
fore out of the question if the object to be obtained is 
merely heating. 

But when the heating has to be conducted by trans- 
mission through a refractory envelope, as in the reduc- 
tion and distillation of zinc, the aspect of affairs is 
altogether changed. Much loss of heat takes place in 
such transmission, and the cost of renewal of the 
envelope, e.g. a fireclay retort, is extremely heavy. 
Heat can be generated electrically in the interior of a 
refractory vessel, and loss of heat and cost of renewal of 
the receptacle can be reduced to a small value. Thus 
the more costly form of heat (electrical energy) may 
enter into successful competition with the intrinsically 
cheaper method of direct heating by the combustion of 
fuel. 
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Again, when, the temperature necessary for a given 
operation exceeds 2,000* C. = 3,632® F., the electrical 
method stands nnrivalled, because no other means exists 
of obtaining so high a temperature. Into a box made 
of refractory and non-conducting material electrical 
energy can be poured, so that the attainable tempera- 
ture is limited only by the stability of the materials 
composing the hearth and the conductors. All known 
substances can be fused, and in most cases volatilised, 
under these conditions, and operations needing a tem- 
perature ranging between 2,000° 0. = 3,632<^ F. and 
3,600° C. = 6,332*=^ F. can be performed thus and only thus. 
The ultimate reason for the impossibility of attaining 
these high temperatures by chemical means is that all 
reactions which generate heat are annulled at these 
temperatures, only those reactions which absorb heat 
occurring. Hydrogen and oxygen co-exist at 2,000® C. 
without uniting, and carbides, e.g. those of the type of 
acetylene, which, it is reasonable to suppose, are endo- 
thermic compounds, are freely produced. In fact, at 
such temperatures certain borides, carbides and silicides 
are almost the only substances which are stable. Thus, 
all ordinary fuel ceases to act as such, and the electric 
furnace is the only effective apparatus. 

When an operation requires the application of energy 
in the form of heat, and the product is liable to 
deterioration by contact with fuel and the substances 
generated by its combustion, electrical methods of heat- 
ing possess an advantage over chemical methods which 
may more than compensate for their greater cost per 
unit of heat. 

For example, the fusion of steel of the highest grade 
in an ordinary furnace is attended by some risk of 
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change by oxidation or by absorption of sulphur from 
the fuel ; fusion by the direct application of electrical 
energy could evidently be effected without incurring 
such risks. 

Regarding processes which can be carried out almost 
as well chemically or metallurgically as electrolytically, 
such as the refining of copper, the precipitation of gold 
from cyanide solutions, the parting of gold and silver 
alloys, no better or more informative generalisation can 
be made than that given at the head of this section, 
viz. that the whole matter is one of cost. For a pro- 
duct of equal quality, electrolytic copper is cheaper than 
copper refined by the ordinary methods of metallurgy ; 
therefore the greater part of the industry is already 
electrolytic. But lead of surpassing purity can be 
prepared quite as easily by metallurgical as by electro- 
lytic methods; therefore no displacement of existing 
processes is probable. Silver and gold can be separated 
effectively by parting with nitric acid or sulphuric 
acid, but electrolytic " parting " is believed to be some- 
what cheaper, and is accordingly making headway. 
"Where fuel is dear, water power abundant, raw materials 
weighty but close at hand, and the finished material 
relatively small in weight and of relatively high price, 
it may be feasible to carry out an electrolytic or electro- 
metallurgical operation rather than attempt one re- 
quiring either fuel brought to the distant seat of the 
works or raw materials conveyed to a remote centre 
where fuel is cheap. 

To sum up, there is no magic in electrical or electro- 
lytic methods. With a few exceptions they are simply 
alternative processes, and choice between them and 
chemical or metallurgical operations capable of arriving 
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at the same goal can^be made only when all the circum- 
stances proper to each case are competently considered 
and their influence computed. 
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COPPER 

THE ELECTROLYTIC REFINING OP COPPER 

THIS is the largest of all electrolytic industries. It 
is practised in this country and on the Continent, 
but the place of its greatest development is the United 
States ; the output there is said to be at least ten times 
that of aU European factories put together. The 
electrolytic winning of copper, as distinct from its 
refining, is even now scarcely beyond the experimental 
stage ; an account of the most hopeful processes will be 
found in a separate section. 

PEINCIPLES OF THE ELECTROLYTIC EEFININa OF 
COPPER 

The copper to be refined is already as metal, although 
the metal is crude, containing not more than 98 per cent, 
of Cu, and sometimes a smaller percentage. The 
rationale of electrolytic refining is to transfer this 
copper, by the selective action of the current, from the 
anode to the cathode and to leave the impurities behind 
as a sludge or dissolved in the electrolyte — preferably in 
the sludge. On first principles it is evident that this 
mere transference of copper should require no expendi- 
ture of energy, because metallic copper is both the raw 
material and the product; the energy needed to pre- 
cipitate it from its solution is precisely balanced by the 
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energy set free by its dissolution. This theoretical 
deduction is entirely consonant with experiment, but 
there are limitations — commercial and industrial rather 
than technical — ^which prevent the full advantage of 
this economy of energy being reaped in practice. They 
will be discussed in the ensuing section. 

The only other principles needing mention are that the 
electrolyte should be maintained sufficiently rich in cop- 
per to ensure the presence of an ample supply of copper 
ions at the cathode, so that the electrical energy passing 
•may not be expended on any work but that of depositing 
the copper, that the copper should be deposited in a 
coherent and manageable form, and that the conditions 
of electrolysis should be so adjusted that copper and 
copper only is the product at the cathode. 

THE PRACTICE OF ELECTROLYTIC COPPER REFININa 

Various methods of carryiug out the process of elec- 
trolytic copper refining are in use. In the most usual 
arrangement the anodes are plates of crude copper, the 
cathodes are thin sheets of pure electrolytic copper, and 
the electrolyte is a solation of copper sulphate acidulated 
with sulphuric acid. 

The details of the process, such as the composition of 
the crude copper, the strength and acidity of the electro-* 
lyte and the arrangement of the electrodes, will differ in 
different works according to localconditions, but a general 
statement may usefully be made before proceeding to the 
description of any particular works. 

In this typical works the anodes are of crude copper 
similar in grade to the commercial product known as 
Chili bars, and having a composition such as that given 
below : — 
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"Bet cent. 

Cu . 98-60 

As . . . 0-80 

Sb 010 

Pb 010 

Bi 005 

Fe 010 

Ni 0-10 

S 010 

Ag 0-05 



10000 



This metal is cast into plates about 3 feet long, 18 
inches wide, and } inch thick. The cathodes are of 
similar length and width, but about ^ inch in thick- 
ness. The anodes and cathodes are suspended opposite to 




Fio. 1. 

each other at a distance of 2 inches and connected in the 
manner shown diagrammatically in the accompanying 
sketches. 

Fig. 1 shows the length of the vat (which is of wood, 
lined with lead), and Fig. 2 shows the top of the vat in 
plan. The anodes, marked a, are suspended from the 
positive lead, and the cathodes, c, from the negative 
The vats are arranged in series, as is shown in Fig. 3, 
and for convenience the leads are coupled so that the 
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same lead serves for the anodes of one vat and for the 
cathodes of the next; by this arrangement no crossing 
of connections from side to side of the row of vats is 
necessary. 




Fia. 2. 

The drop of pressure in each vat is about 0*2 volt, and 
the current passing is such as to be equivalent to about 
10 amperes per square foot. The farther side of the end 
anode is not faced by a cathode, and so its surface is 
not fully effective. Assuming that it has about half the 
efficiency of a surface directly opposed to a cathode, and 
that the full surface of the remaining four anodes in each 
vat is utilised, the total available anode surface will be 
4 (3 X 1-6) 2 + 3 X 1'6 square feet = 40*6 square feet (neg- 
lecting the area of the edges of the anodes). Each 
vat will therefore require 406 amperes, and, assuming 
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theoretical current efficiency and that 1-1827 grammes of 
copper is deposited by one ampere in one hour, will de- 
posit 470 grammes of copper per hour, or in the 24 hours 
very approximately 25^ pounds. This simple calculation 
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shows how small is the yield of electrolytic copper per 
unit of plant, and makes clear that in a works of any 
magnitude the vats must be very numerous. Great 
increase of the size of the vats or of the number of 
plates which they contain is not feasible for practical 
reasons, such as the difficulty of maintaining a uniform 
current density over very large surfaces and the difficulty 
of ensuring a rapid and thorough circulation of the elec- 
trolyte throughout a large vat. It is also obvious that 
if a larger current density can be employed, a pro- 
portionally larger output per unit of area of the 
electrodes will be obtained. In practice 10 amperes 
per square foot is not usually exceeded (though it is 
said that a current density of nearly 20 amperes per 
square foot has been successfully used in the United 
States), as it is found that with a high current density 
the copper tends to be deposited in warty and cauli- 
flower-like masses, to be of inferior purity,* of feeble 
coherence and to tend to grow across to the anode and 
form a short circuit. 

As regards the consumption of energy for the 
deposition of this copper, it is evidently directly pro- 
portional to the voltage necessary for each bath. In 
theory with an infinite electrode surface and an infinitely 
small internal resistance this is nil. In practice this can- 
not be approached because the current density would 
thereby be so far reduced that the output of copper per 
unit of plant would be unduly small. The interest on 
the capital represented by a huge plant would be too 
heavy a charge, and yet more the interest on the capital 
represented by the value of the copper temporarily locked 
up as anodes would be prohibitorily great. Moreover, 
seeing that the price of copper fluctuates considerably, 
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every electrolytic copper refiner would be in the position 
of an enforced large holder of a gambling stock which he 
could handle more slowly and with more restrictions than 
those affecting other holders ; thus he would always be 
financially at the mercy of a less burdened operator. 

Therefore a very appreciable voltage must be used to 
get a reasonable output on a given stock of copper, i.e. 
to obtain a fairly rapid turnover. 0*2 volt is not a high 
estimate of what the voltage would be in our typical 
works. Accepting this, the watts necessary for each vat 

Q1 

are 405 x 02 = 81 watts, i.e. ^ = 0-109 h.p. Each 

horse power hour in a set of vats identical with that which 
has been described would deposit 4,394 grammes of copper, 
i.e. a horse power acting for 24 hours would deposit 232 
pounds of copper. A plant of 1,000 h.p. would deposit 
232,000 pounds of copper per 24 hours, or 37,803 tons per 
year of 365 days of 24 hours each. With a drop of voltage 
for each vat of 0*5 volt, which approximates moroK^losely 
to what would be expended in practice, all the above 
figures representing output must be multiplied by f , i.e. 
the output per horse power for 24 hours would be 93 
pounds, and for 1,000 h.p. for a year of 365 days 15,121 tons. 
Even this reduced amount corresponds with a turn- 
over of £750,000 worth of copper per year ; at a 
moderate estimate the weight of copper permanently 
present in each vat will be one-twelfth of the output 
per year of that vat, so that the cost of the stock of 
copper alone which . is necessary for carrying on the 
business is £62,500, representing an interest charge of 
£3,125. It is clear from this that any saving in the 
stock of copper relative to the output will be worth 
achieving, even if the cost of the energy expended be 
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somewhat increased. In other words, in order to get 
the maximum output per vat it will pay to drive each 
vat at a sufficiently high voltage to obtain the maximum 
current density which will still permit of the deposition 
of coherent copper of good quality. Where power is 
cheap a considerable waste of energy can be permitted 
with pecuniary profit in order to make the turnover 
large compared with the stock of copper permanently 
in the vats. 

In our typical works the electrolyte will be circulated 
throughout the vats so as to replace that part of the 
solution which has passed over the surface of the 
cathodes and has been thereby impoverished in copper, 
with liquor which has passed over the surface of the 
anodes and has been enriched in copper. Any stagna- 
tion would result in lack of copper at the cathodes and 
separation of hydrogen and possibly of metallic impuri- 
ties together with the copper, and would also cause a 
superfii^ty of copper sulphate at the anodes, upon which 
the salt would crystallise, hindering their dissolution. 

At intervals the electrolyte will become inconveniently 
impure, and will have to be purified or replaced by fresh 
sulphate of copper. Save for this the work will proceed 
continuously, crude copper being used up and pure copper 
obtained in a merchantable form. 

"^ The black mud which comes from the anodes, and 
represents the insoluble impurities of the crude copper, 
contains gold and silver, and is worked up for the 
recovery of these metals. 

^ Such being a general outline of the essential parts of 
an electrolytic copper refinery and of the process of 
refining, the various portions of the plant may be con- 
sidered in detail. 
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SOUECE OF POWEE 
Water or steam power is used according to the situa- 
tion of the works. The former is less advantageous than 
would appear at first sight, because its cost per unit of 
energy is by no means negligible, being represented by 
the interest on the plant and the upkeep of the plant ; 
the former is a heavy item. In general, water power is 
utilised by choosing a river (which may have to be 
impounded so as to equalize its flow) at a point where 
its bed makes a considerable fall, and conveying the 
Water through an artificial channel to turbines which 
are coupled direct to dynamos. The construction of a 
reservoir, channel, turbine pit, and tail race involves a 
large expenditure of money, and the turbines and dy- 
namos are costly machines. The precise capital sum 
expended per horse power will differ in each case, and its 
consideration is a purely engineering matter. It is 
sufficient to say here that the capital is so large that the 
lowest probable estimate which has been arrived at for 
the cost of the power obtained is £2 lOs, per horse power 
year of 365 days of 24 hours each, i.e. 0'068bd, per horse 
power hour. Under less favourable conditions the cost 
would probably be double this, i.€, £5 per horse power 
year or 0*137d. per horse power hour. The lowest prob- 
able cost of steam power is 0'2od. per horse power hour, or 
£9 16^. per horse power year with fuel at Ss. per ton, and 
under less favourable conditions it may reach £16 per 
horse power year or 0"411d. per horse power hour. lu 
each case it is assumed that the horse power used is large, 
1,000 i.H.p. or more. The difference in favour Of water 
power is considerable, but its monetary advantage is 
smaller than would be supposed, because the cost of the 
energy required in copper refining is not the chief 
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item of expenditure, as is evident from the appended 
table : — 

COST OF ENERGY IN COPPER REFININa 



Water power I 
Steam power < 



Goft per hone 
power hoar. 



0-0686cf. 
0137d. 

0-25cf. 
0-411d. 



Cost per horse 
power year. 



£2 108, 
£6 08. 

£9 16& 
£15 08. 



Cost per ton of 
copper refined. 



08. 4d. 
08. Sd. 

128. Od. 
208. Od. 



Even the highest of these sums is not much more than 
1% on the selling price of the pure metal. 

It is in processes such as the manufacture of calcium 
carbide (g.t?.), in which the quantity of energy expended 
is extremely large, that its cost becomes great relatively 
to the total cost of working, and the economy effected by 
the use of water power becomes sensible. 

The power, however obtained, is used to drive dynamos 
which in modern installations are generally coupled direct 
to the turbines or steam engines. For practical reasons 
it would be inconvenient to work with a single large 
engine and dynamo, because a breakdown would necessi- 
tate the stoppage of the whole works. Therefore a unit 
of 200-300 H.P. is chosen, and each dynamo coupled direct 
will yield 130-200 kilo watts. These may be delivered 
at any convenient pressure, say 100 volts ; the current 
will therefore be 1,300-2,000 amperes. The voltage for 
which the dynamos are wound of course depends on the 
number of vats it is proposed to run in series and the 
voltage necessary for each. These will vary with each 
installation, and it can only be said that a fairly high 
voltage is desirable as diminishing the requisite cross- 
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section, and therefore cost of the leads, while any very 
high voltage should be avoided as likely to cause loss by 
leakage from bare conductors constantly liable to be 
accidentally wetted from the baths. 

RAW MATERIAL 
In all cases the raw material is crude copper containing 
about 98 per cent, of Cu. It will vary in composition 
according to the character of the ore and the method of 
dry refining adopted. The following figures will indi- 
cate the nature and extent of these variations : — 





I. 


II. 


m. 


IV. 


V. 


VI. 




Per cent. 


Per cent. 


Per cent 


Per cent 


Per cent. 


Per cent. 


Cu . . . 


96-35 


97-19 


98-32 


98-63 


9406 


98-24 


As 








0-08 


2-68 


0-19 


0-62 


4-36 


0-94 


Sb 








OlO 


0-01 


0-06 


— 


0-57 


0-40 


Sn 








0-22 


_ 


Trace 


— 





— 


Pb 








1-19 





0-16 


— 


0-13 


0-02 


Bi 








0O5 


0-08 


0-07 


0-06 


0-02 


004 


Fe 








0-61 


0-02 


0-01 


OOl 


0-02 


Trace 


Ni 











002 


0-2B 


0-14 


037 


0-28 


S 








0-69 


-^ 


0-68 


0-01 


0-37 


0-(» 


and loss 


0-71 


— 


0-26 


0-63 


0-10 


0-05 




100-00 


100-00 


100-00 


lOOOO 


100-00 


10000 



Besides these, the crude copper will contain a little 
silver and a much smaller quantity of gold, e,g, 30 ounces 
of silver and -j^ ounce of gold per ton. The value of these 
at 25. and £3 16«. per ounce respectively is £3 7«. 6d. 

Before electrolytic refining had become as well estab- 
lished an industry as it is to-day, copper containing these 
small proportions of precious metals was sold simply as 
crude copper. Nowadays the natural eflFect of competi- 
tion among refineries has caused sellers to exact a fair 
price for the gold and silver found by analysis to be 
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present in the crude copper. It is thus particularly ad- 
vantageous for a copper-smelting works to have its own 
electrolytic refinery. 

It may be stated that in general it is not remunerative 
to refine very crude metal. It is better to bring it to a 
content of about 98 per cent, of Cu, because a cruder 
copper speedily causes the electrolyte to contain such 
large quantities of soluble impurities that the deposition 
of pure copper is hindered, and the electrolyte has to be 
renewed. The behaviour during refining of the various 
impurities commonly present in crude copper may be 
summarised thus : — 

Using a copper anode in a solution of copper sulphate 
acid with sulphuric acid, silver and gold remain undis- 
solved in the anode sludge as metals. Lead also re- 
mains as sulphate. Antimony, tin and bismuth dissolve 
partly to form unstable sulphates, from which oxides or 
basic sulphates are deposited on standing; the larger 
part, however, of each remains with the anode sludge. 
Arsenic, iron and nickel dissolve and are not redeposited ; 
thus they contaminate the electrolyte, but do not con- 
taminate the purified copper under ordinary working 
conditions. Cuprous oxide remains partly in the sludge 
and partly dissolves according to the acidity of the elec- 
trolyte. Its only evil efiect is to neutralise a portion of 
the free sulphuric acid which is essential to clean working. 
Copper sulphide distributes itself similarly. Tellurium 
and selenium are sometimes found in the anode sludge, 
but their quantity is naturally small. It might be 
supposed from this that it would be possible to purify 
very crude copper by electrolysis, and, indeed, numerous 
attempts in this direction have been made. They have 
all failed, not because it is impossible to separate the 
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bulk of the impurities and obtain a pure copper at a 
single operation, but because anodes of even a moderate 
crudeness are dissolved unevenly and wastef ully, the elec- 
trolyte penetrating into the interior of the plate, causing 
local corrosion and eventually detaching portions of the 
anode, still rich in copper, bodily. Besides this, the elec- 
trolyte has to be purified or renewed more often than 
when working with a fairly pure raw material. 

The composition of the anode sludge will evidently 
vary with the composition of the crude copper. Thus 
the various elaborate analyses which have been published 
from time to time are of purely local interest. It may 
be taken that an ordinary sample rich in silver will con- 
tain about 30 per cent, of copper (partly as oxide, anti- 
moniate, sulphide, etc.), 30 per cent, of silver, and 30 per 
cent, of lead sulphate, oxides of antimony and tin, and 
the various small impurities, such as bismuth, sulphur, 
selenium, tellurium, and gold. The working up of the 
anode sludge will be dealt with elsewhere. The composi- 
tion will vary enormously according to the richness of 
the alloy in silver (and gold), but in general it may be 
said that copper, silver, and lead are the three chief 
metals commonly present. 

COMPOSITION OF THE ELECTROLYTE 

In all cases the electrolyte consists of copper sulphate 
acid with sulphuric acid ; a usual strength is 1^ pounds 
of crystallised copper sulphate and a ^ pound of sul- 
phuric acid per gallon. Much mystery is sometimes made 
about the precise composition of the electrolyte, but the 
only principles to be observed are : (1) That there should 
be plenty of copper, short of saturating the solution and 
causing risk of crystallisation ; (2) That there should be 
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sufficient sulphuric acid to prevent the separation at the 
cathode of hydrated cupric oxide ; (3) That the quantity 
of sulphuric acid should not be so great as to cause 
hydrogen instead of copper to be separated at the cathode. 
These conditions are fulfilled within a fairly large 
range of composition, and thus secret recipes are of small 
importance. The electrolyte may be kept warm, e,g. at a 
temperature of 35® C. = 96° F., whereby circulation is 
aided and the use of a high current density with the 
production of sound coherent copper is facilitated. 

. ARRANGEMENT OP VATS 
The vats themselves are of wood, strong, well- jointed 
and lined with pitch or sheet lead autogenously soldered. 
Like all tanks for chemical purposes, they should be ar- 
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ranged with a clear space round each, so that any leak 
may be at once detected and remedied. The vats are 
sometimes placed in steps in order that the electrolyte 
may flow from one to the other throughout the whole 
series, and be finally collected at the end of the series 
and returned to the beginning by the aid of a pump. 
The appended figure (Fig. 4) illustrates this method. The 
overflow from the vat a passes through the pipe b to the 
bottom of the vat b ; in like manner the overflow from b 
passes through the pipe f to the bottom of the vat c. 
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From the last yat of a series such as this the liquor 
flows into a collecting tank, whence it is pumped to an 
overhead distributing tank at the upper end of the series. 
When the tanks are not arranged terrace- wise, circulation 
is effected as it were in parallel instead of in series ; Fig. 
5 illustrates the method, A, b, and c being the tanks, d 
the supply pipe, and e the exit pipe ; both are connected 
by branches to each vat. 

It is evident that in strictness the circulation of the 
electrolyte should be so arranged that the liquor never 
passes from oae vat to another when the two are 
coupled in series, but only when the two vats are in 
parallel. Otherwise a leakage of current along the 
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FiQ. 5. 
stream of liquid flowing from vat to vat will occur. 
That it is possible to fulfil this condition is clear from the 
appended diagram (Fig. 6). In the figure only two plates 
(one anode and one cathode) are shown in each tank, for 
the sake of simplicity, but the same scheme holds good 
whatever the number of plates in each vat. In the 
group of vats shown there are sixteen individual vats 
arranged in groups of four coupled in parallel and four 
in series. The members of the group a, a, a, a, are in 
parallel ; similarly the members of the group b, b, b, b, 
are in parallel ; the same is true of c, c, c, c, and D, d, d, n. 
But the whole of the group a is in series with the re- 
maining grotips B, c, and d. ' Therefore, the electrolyte is 
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circulated through the group a by the connecting pipes 
p^ i>, i?, Pi and similarly through each of the three re- 
maining groups. It does not, however, pass from group 
A to group B. A circuitous connection through the tank 
whence all the distributing pipes start may exist, but 
the resistance of each long narrow column of electrolyte 
would be so large that no appreciable leakage of current 
could occur. Though this is the best method of circula- 
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tion, it does not follow, however, that one in which the 
circulating pipe connects the tanks which are in seriea 
would necessarily fail. 

Leakage of current, though inevitable with such an 
arrangement as is shown in Fig. 7, would be small. 
Thus in the vat a the anode ^ has not only its legitimate 
cathode p opposed to it, but also the plate a of the vat b, 
because the connecting pipe between the vats makes a 
and B electrically one cell. This current passing from a 
to B through the connecting pipe will tend to make a a 
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cathode and to deposit copper on it. But a is the anode 
of the vat b, and therefore loses copper instead of receiv- 
ing it. This does not necessarily involve a loss of energy, 
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save that fraction spent by the current traversing the 
connecting pipe of small sectional area and high resist- 
ance, but it does involve a smaller output of refined copper 
per unit of plant, and is to that extent objectionable. 

Devices for regulating the flow of the electrolyte, such 
as cocks on the pipes or screw clamps on rubber dis- 
tributing tubes, are necessary, to ensure that every vat 
may receive its quota of liquid and that there shall be 
no risk of overflow. In like manner the exit tubes may 
take the form of syphons of sufficient bore to take the 
maximum quantity of liquid which is likely to flow into 
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the vats, and at the same time to avoid any chance of the 
outflow being so free as to empty the vats. The prin- 
ciple of such arrangements may be gathered from Fig. 8, 
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whicli illustrates a comaaon laboratory apparatus for 
maintaining a constant circnl^tion and a constant level 
of any liquid. The tank a is kept filled to tlie level 
shown by a constant or approzimately constant small 
flow through the delivery tube b, any surplus beyond 
that level being carried off by the intermittent syphon c. 
This syphon has equal limbs, and the flow through it is 
therefore determined by the height of the liquid in the 
tank above the level of the end of the limb in the tank. 
Both its limbs being upturned, and its head per ae being 
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nUy the syphon is incapable of emptying itself, and 
remains full under all conditions, ready to come into 
action immediately the level in the tank rises. Nothing 
but a supply so inordinate as to be beyond the capacity 
of the syphon to carry off can derange the working of 
this device. An equivalent design is shown in Fig. 9. 
Here the syphon is dispensed with and an exit tube is 
provided, passing through the bottom of the tank, and of 
such width that with a very small head above its upper 
end it can discharge the whole of the liquid supplied 
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throngh the pipe b. It is obvious that many such con- 
trivances can be adopted for or adapted to the circulation 
of an elecj^rolyte ; their use is not peculiar to the electro- 
lytic refining of copper, but is a matter of ordinary 
engineering. 

A method of circulating the electrolyte in copper 
refining has been worked out by Messrs. K. and H. 
Borchers, of Goslar, and may be briefly described. The 
circulation of liquid from vat to vat is abolished, and, as 




Fig. 10. 

a substitute for this, the liquid in each vat is caused to 
circulate in such a way as not to stir up the sludge from 
the anodes and make the liquid muddy. The accom- 
panying figure (Fig. 10) shows the chief features of the 
method. 

The vat A has a leaden pipe d passing down through 
the false bottom c, carrying the leaden tray b (which is 
ordinarily used in electrolytic refining vats for the collec- 
tion of the anode sludge). Inside the pipe d is a narrow 
glass tube e, drawn out to a point at the lower end. 
Through thi3, air is blown and is distributed in fine 
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bubbles, which, by giving an upward motion to the 
liquid in the leaden pipe^ cause the liquid in the pipe 
to flow over at the upper end and to be replaced by- 
fresh liquid from without at the lower end, thereby 
securing a gentle and continuous circulation of the 
liquid in the vat. The contents of the vat may be 
drawn off when the proportion of impurities becomes 
excessive, by the cock f, but during the whole time that 
the electrolyte remains usable the same liquid remains 
in any given tank, and there ia no need to provide 
the ordinary system of circulation from tank to tank, 
which is comparatively complicated. It is claimed as a 
collateral advantage that the air blown in primarily to 
cause circulation acts in addition as an oxidising agent, 
and purifies the electrolyte to a great extent by precipi- 
tating iron and arsenic jointly as ferric arseniate. The 
correctness of this claim has been contested, and having 
regard to the fact that the electrolyte is kept fairly 
strongly acid, it is intrinsically improbable. The merit 
of the invention consists rather in the employment of 
air, which is a convenient agent for agitating the liquid 
in such a way as to induce circulation of the electrolyte 
without stirring up the anode sludge. 

AEBANGEMENT OP THE ELECTRODES 

Usually all the electrodes in a single vat are connected 
in parallel. There may be many electrodes in each vat, 
but electrically all the anodes constitute a single elec- 
trode, and all the cathodes another. This is the most 
sensible and effective method, but other systems have 
been put forward, concerning which a few words must 
be said. In these the object has been to do away with 
all connections except two for each vat. This can be 
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easily arranged by relying on the moderately regular 
drop of voltage that occurs from one electrode to its 
fellow at the other end of a long vat. Plates placed 
between the anode and cathode in an electrolyte, and 
unconnected with either, will act as intermediate elec- 
trodes, the side of each facing the anode functioning as 
a cathode, and that facing the cathode as an anode. The 
simplest and at first glance the most plausible of these 
arrangements is shown in Fig. 11 ; it is due to Hayden, 
and is said to have been largely used in America and to 
be even now in use by the Baltimore Electrical Refining 




Fig. 11. 

Company. The anode a is a plate of crude cast copper ; 
the cathode b is a thin sheet of pure copper ; the inter- 
mediate electrodes c, d, e, p, g are of crude cast copper. 

During the passage of a current from a to b, copper is 
dissolved from a and precipitated on the side of c facing 
A. At the same time, the other side of c (remote from a) 
acts as an anode, and copper is dissolved therefrom and 
deposited on the side of d facing c, which acts as a 
cathode. This proceeds throughout the series of im- 
mersed intermediate electrodes until b is reached; this 
receives copper from a and acts purely as a cathode. It 
will be seen that a continuation of this process will 
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gradually convert these intermediate electrodes into 
plates of pure copper, and, supposing the change to have 
proceeded with perfect regularity, each intermediate 
plate will have become shifted towards the anode a by a> 
distance equal to the thickness of an intermediate plate. 
Nothing could well be neater than this arrangement, 
provided everything would go smoothly. Many connec- 
tions are abolished, the whole of the intermediate plates 
may be immersed so that there should be no waste anode 
ends to melt down and re-cast, and the need for separate 
cathodes of pure copper sheet is done away with. In 
practice, however, the disadvantages are numerous and 
serious. The dissolution of the intermediate electrodes 
does not proceed regularly. Cavities appear on the anode 
side and continue to form until they reach the pure 
copper already deposited on the cathode side, which is- 
corroded in its turn. Complete clearance of the half of 
the plate acting as an anode does not always occur, and 
the resulting plate is still partly composed of crude 
copper, and has to be scrapped and melted down again for 
anode making. 

There are several other systems using intermediate 
electrodes, differing chiefly in the arrangement of the 
plates, whether vertical or horizontal, with the cathode 
faces looking up or down, with a single plate for each 
intermediate electrode, or a composite plate made by 
attaching electrically a thin plate of some conducting 
material, e,g. pure copper, to one side of a thick plate of 
crude copper. They are all of doubtful utility. Their 
genesis is probably to be traced to the inherent belief in 
many minds that in some way the law of the conserva- 
tion of energy may be evaded. Inventors proceeding on 
this principle are ignorant of the fact (stated above) that 
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the mere transference of copper from anode to cathode 
requires no expenditure of energy ; that the need for a 
considerable expenditure of energy in practice arises 
from the necessity of keeping the size of the plant and 
the stock of copper for a given output within reasonable 
limits. Such inventors have therefore striven to force 
an open door, and have gone the wrong way to work to 
do so. Assuming smooth-working conditions, the total 
energy necessary to refine a given weight of copper is 
the same whether the electrodes are arranged in the 
ordinary manner or are of the intermediate class. Choice 
between the two methods is to be arrived at purely from 
considerations of convenience, and experience has shown 
that the so-called " series " system, i.e. the method of 
using intermediate electrodes unconnected directly with 
the terminals of the dynamo, is not the most convenient. 

MODE OP WORKING THE PROCESS 

With an installation arranged on the lines given 
above, the running becomes a matter of simple routine. 
A switch-board in the works manager's office should 
enable him to read the current and voltage for each vat 
at pleasure. In large works an automatic recorder put 
into action periodically by a commutator driven by 
clock-work allows a regular record of the conditions 
obtaining in each vat throughout the twenty-four hours 
to be secured. The anodes and cathodes are hoisted into 
and out of the vats by overhead travelling cranes or 
some equivalent device. In short, the methods of hand- 
ling the raw material and finished product are precisely 
those which would be adopted by any competent 
engineer to whom the matter was submitted. It is not 
proposed to give detailed descriptions of devices which 
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are well known and in constant use in many industries ; 
the whole plant is of a perfectly simple character, its 
only peculiarities arising from the large number of 
identical units necessary for an installation of any con- 
siderable size. 

The circulation of the electrolyte may be eflfected by 
compressed air in an " acid 
egg,", such as is used in 
vitriol making. This ap- 
paratus, which is designed 
to save moving parts in 
contact with corrosive 
liquids, consists essentially 
of a closed chamber with 
an exit pipe from its lowest 
part for the liquid to be 
-conveyed, and another pipe 
in its upper part for the 
entrance of compressed air. 
The whole arrangement is 
represented diagrammatic- 
ally in the annexed figure 
(Pig. 12), where a is the 
pressure vessel, b the inlet 
for compressed air, and c 
the exit for the liquid to 
be conveyed and distributed. The distribution may be 
most conveniently effected by gravitational flow from 
an overhead tank, and the acid egg or its equivalent 
used to return the electrolyte to this tank after its 
passage through the vats. 




Fig. 12. 
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QUALITY OF THE PRODUCT 

In all well-conducted electrolytic refineries the copper 
is very approximately chemically pure. The following 
analyses, by the author, of copper deposited by the 
Elmore process (see below) indicate the very small 
quantity of foreign matter present: — 





I. 


II. 




Per cent. 


Per cent 


Copper 


99-961 


99-988 


Arsenic . 








KU 


Nil 


Antimony 








O002 


0-002 


Tin 








Nil 


Nil 


Lead 








Nil 


Nil 


Bismuth 








Nd 


Nil 


Iron 








0005 


0004 


Nickel . 








Nil 


Nil 


Sulphur . 








Trace 


Trace 


Oxygen and loss . 


0032 


0-066 




100000 


100-000 



In this case the copper was deposited in the form in 
which it was to be used, viz. in that of a tube, and had 
not been subjected to any operation after it had left the 
depositing vat. Ordinary electrolytic copper, however, 
which is deposited in the form of plates, has to be fused 
and cast into ingots before it can be worked in any way, 
e.g, be drawn into wire for electrical purposes. In this 
fusion there is a risk of the metal absorbing oxygen 
(cuprous oxide being soluble in metallic copper), to its 
detriment in conductivity, and probably in tensile 
strength. This can be guarded against by conducting 
the fusion in a neutral or reducing atmosphere, and in 
practice some such precaution seems to be adopted, 
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inaSTftuch as wire made of electrolytic copper is usually 
of exceflent quality, having a conductivity nearly or 
quite as high M that of the best metal that can be 
prepared in the laboraiory. 

WOBKING UP THE ASODE SLUDGE 
A typical anode sludge contains (as stated above) 
copper and insoluble compounds thereof/ silver, «uid 
sulphate of lead as its principal ingredients, as well as 
small quantities of numerous impurities varying with 
the nature of the crude copper used as a raw material. 

The chief valuable constituents are silver, together 
with a little gold. Their recovery may be effected, if 
they are present in sufficient quantity, by cupellation 
with lead, the silver and gold being left and parted by 
boiling with sulphuric acid or by electrolysis (see the 
section on the electrolytic refining of silver) in the 
ordinary way. Direct treatment of the sludge with 
boiling sulphuric acid is also practicable, the silver being 
converted into silver sulphate and dissolved by diluting 
the acid liquid with hot water, running off the silver 
sulphate solution from the lead sulphate, and precipi- 
tating the silver with copper. The gold and lead sul- 
phate can be reduced by fusion with charcoal to an ingot 
of auriferous lead, which can then be cupelled, leaving 
the gold fairly pure. There is little else worth recover- 
ing, except perhaps selenium and tellurium, the trade in 
which is very small. Special wet methods, involving 
the reduction of these elements with sulphur dioxide, 

* It has lately been observed by F. Foerster and O. Liedel that 
the quantity of copper in anode sludge is smaller when working at 
a fairly high current density, e.g,y 10 amperes per sq. ft, than 
when using a current density of about 3 amperes per sq. ft. This 
condition is observed in modem refineries. 
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are necessary for their recovery, and the working up of 
the silver and gold would then be carried out on the 
lines given above. The processes of working up the 
anode sludge must obviously vary with the composition 
of the sludge, in its turn ultimately dependent on the 
character of the crude copper. A suitable method for 
any given case can be devised and worked out by any 
competent chemist. The question, though of great im- 
portance, presents no special electrolytic interest, and 
cannot be dealt with here. 

The vast growth of the process of electrolytically 
refining copper in the United States may be understood 
from a very clear historical statement given in The 
Mineral Industry for 1896. The first plant of any con- 
siderable size was worked successfully in 1890 by the 
Baltimore Copper Company ; a Hayden plant (t?.«.) was 
then put up in 1891 by the Baltimore Electric Refining 
Company. The next year the capacity of this plant was 
doubled, and thus the great Baltimore Copper Works 
was developed, which now refines two-thirds of the 
Anaconda output, viz. about 100 tons daily. The 
world's production of electrolytic copper in 1892 was 
32,000 tons, produced in 30 refineries. 

In 1893 the production in the States alone was 37,600 
tons, %,e. a quarter of the whole output in the States ; in 
1894 it was 57,600 tons, or one-third ; in 1896, 87,000, or 
a half ; in 1896, 124,000, or three-fifths ; this amounts to 
one-third of the whole world's production. This very 
large quantity is turned out by eleveii refineries, which 
jointly yield 14,000,000 ounces of silver and 68,000 
ounces of gold per year. 

The cost of refining has been considerably reduced of 
late years. It was 20 dollars (say £4) per ton in 1892, 

6() 



OOPPEE 

and about 8 dollars (£1 12«.) per ton in 1896. This sum 
is the manufacturing as distinct from the commercial 
cost, and does not include the expense of management. 
Comparing these figures with those given above for the 
cost of power, it will be seen that the latter, although a 
large item, is by no means the largest ; interest on 
plant and that on copper locked up in the process are 
heavy charges. The cost in Europe is put down at 
13-18 dollars per ton (£2 12«.-£3 12».). The reason 
for this difference is that many of the European plants 
are antique and almost obsolete, and that many refiners 
in Europe buy copper ore or crude copper instead of 
themselves owning and working mines, and thus are 
charged with the miner's and smelter's profit. The 
largest works in Europe is that of Bolton & Sons, at 
Widnes, which turns out about 7,000 tons of copper per 
year. Elliott's Metal Company's works at Pembry, 
South Wales, is credited with 3,120 tons. 

SPECIAL METHODS OP DEPOSITINa EEFINED OOPPEE 

Owing to the fact that electrolytic copper is usually 
deposited in rough plates, and has to be fused before it 
can be formed into ingots suitable for rolling into rods 
(for drawing into wire) or plates, or for drawing into 
tubes, there is an extra cost incurred in thus bringing it 
into a workable form, and there is also a risk of con- 
taminating it, especially with oxygen, during the pro- 
cess. Thus it comes about that any process capable of 
depositing the metal in the form in which it is to be 
used presents obvious advantages. It would seem at 
first sight simple to deposit copper in the most compli- 
cated shapes, and the fact that electrotyping (see below) 
was successfully practised long before copper refilling 
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became an industry lends colour to the view. But it is 
quite impracticable in the ordinary vat to cause the 
deposition of the metal to take place regularly enough 
to give a uniform thick coating on a mould even of a 
simple shape. Moreover, the metal as usually deposited 
is not particularly homogeneous, and the strength of a 
plate is by no means great. Special means must there- 
fore be adopted to deposit the copper in a coherent form. 
One of these methods is that devised by Elmore. 
Crude copper of the grade of Chili bars is granulated 
and placed on trays at the bottom of a vat, where it 
serves as an anode. The electrolyte is a solution of 
copper sulphate acidulated with sulphuric acid. The 
cathode is a roller of metal, or wood coated with 
plumbago so as to be conductive; this roller must 
' not, however, be so perfectly conductive as to allow the 
copper deposited on it to adhere, as the copper must 
afterwards be stripped from it. This roller revolves in 
trunnions, which also serve to convey current to it. On 
a carriage like that of a screw-cutting lathe is mounted 
a rod tipped with agate, which is pressed against the 
surface of the roller and traverses its length, being 
automatically reversed when it comes to the end of the 
roller and sent back again. By this means the copper, 
as it is deposited, is subjected to a continuous burnishing 
action, and small rugosities are planished down. If once 
a visible excrescence forms, it is almost impossible to 
prevent its growing, because ipso facto it increases the 
current density at that point ; the burnisher suffices to 
keep down microscopic eminences and to maintain a 
smooth surface under ordinary working conditions. 
Tubes of great regularity of shape and closeness of 
structure may be thus prepared. The metal is, of course, 
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almost perfectly pure,^ and may have a tensile strength 
as high as 20 tons per square inch, ordinary "tough 
pitch" copper made by dry processes having a tensile 
strength of about 14 tons per square inch. The tubes, 
being seamless and very strong, are well adapted for use 
as steam pipes ; it is, however, not easy to make bends 
by the Elmore process. 

Another application of the method is the manufacture 
of wire. For this purpose the metal is deposited in the 
form of a tube, which is then cut spirally from end to 
end into a strip of square section capable of being drawn 
down into wire in the usual way. Technically, the 
Elmore process is a success ; commercially, it has been in 
most cases a failure owing to reckless financing. 

A modification of the Elmore process consists in the 
use of a small hammer continuously tapping the metaK 
as it is deposited, and consolidating it much as does the 
agate burnisher. 

A diflferent method is that of Thofem, who causes the 
electrolyte to play on the surface of the cathode in jets. 
By this means it is said that a current density of 60- 
100 amperes per square foot can be used in place of 
10-20, common in ordinary copper refining ; also it is 
stated that the copper is consolidated, and is deposited in 
felted microscopic filaments. 

Details of a similar process are given in a patent by 
Graham (Eng. Pat. 986 of 1896). In this specification it 
is proposed to deliver the electrolyte under a head of 
1 — 2 feet in jets f inch in diameter, at a distance of 
li inches from the surface of the cathode. It is alleged 
that a current density of 300 amperes per square foot 
may be used within the area influenced by each jet, 
^ For analysis of Elmore copper by the author see p. 68. 
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which is found to have an effective radius of about 5 
inches. 

It must be noted that no authentic information is 
forthcoming as to whether these plans have actually 
been worked successfully on a manufacturing scale, but 
they merit attention because a rush of liquid directed 
against the surface on which the metal is being deposited 
is more likely to prevent local impoverishment of the 
electrolyte in copper than is any ordinary method of 
circulation ; similarly, a slight but constant pressure 
and attrition may tend to keep the metal smooth; a 
relatively small pressure is certainly effective in the 
Elmore process, and it would be rash to deny that a 
similar result may be attained by the use of a jet of 
liquid. Thus there is a pritnd facie case for methods of 
this kind which warrants further experiment. Quite 
apart from the consolidation of the copper, any device 
which allows a high current density to be used is worthy 
consideration, because the output of copper for a given 
stock carried and for a given number of cells is pro- 
portionately increased, and the money advantage thus 
secured (cf. p. 39) is evident enough.* 

THE ELECTROLYTIC WINNING OF COPPER 

The electrolytic winning of copper stands on a very 
different footing from its electrolytic refining. Some 
fifteen years ago the great success which even then could 
be seen to be attainable in the refining of copper by 
electrolytic means led to efforts being made to use a 

^ In Cowper Coles's process, the use of a high current density is 
made feasible by rapid rotation of the cathode. The copper de- 
XX>sited is smooth and coherent 
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product much cruder than ordinary crude copper as a 
raw material. In the usual process of copper smelting 
the metal is separated from the gangue accompanying 
its ores by taking advantage of the ease with which 
copper sulphide is formed, and of the comparative 
stability of that sulphide and of its insolubility in a 
siliceous slag. These properties are utilised by smelting 
ores containing copper in such a manner as to form a 
matte containing approximately equal parts by weight 
of copper, iron, and sulphur, corresponding nearly in 
composition with pure copper pyrites (CugSFejSj). This 
matte, called " coarse metal," is sufficiently coherent and 
conductive to permit it to be cast into plates and used 
as the anode of an electrolytic cell. The quantity of 
impurities (iron and sulphur) is, however, so great that 
the uniform dissolution of the anode soon ceases, ita 
surface becomes protected by a coating of sulphur, and 
the electrolyte is rapidly contaminated with iron. 
Coarse metal being unsuitable, a more advanced product 
of the dry smelting of copper was tried, viz. white metal^ 
which is essentially cuprous sulphide (CugS). This has 
also been found wanting, the attack being irregular and 
the quantity of separated sulphur excessive. Ultimately^ 
after the expenditure of much time and money, all these 
attempts have been abandoned, and I do not propose 
to occupy space with their description and discussion.* 

More recent and more nearly successful methods have 
been devised on different lines. Instead of smelting 

X The Marchese process, using anodes of copper matte, was tried 
on a considerable scale, and with much expenditure of ingenuity 
and money. At Oasarza it failed utterly, but is said to be used in 
a modified form by Nicolajew at Nishni-Novgorod. If this be true, 
the modifications must be radical, because the original process waa 
faulty in principle. 
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copper ore to a matte and using this as an anode, the ore 
itself is extracted by a suitable solvent and the solution 
containing copper is electrolysed with an insoluble anode. 
It must be observed that in this case the electrical energy 
is not used merely to transfer metallic copper already 
existing at the anode to the cathode, and there deposit 
it precisely in the same condition (save for the absence 
of impurities) as that in which it was at the anode. 
This operation, as has been already shown (p. 39), requires 
an indefinitely small amount of energy. The reduction 
of copper from its salts, however, needs a very appreci- 
able quantity of energy, which must be furnished by 
the current. Thus the ultimate products of a solution 
of copper sulphate, electrolysed with insoluble anodes, 
are copper, oxygen and dilute sulphuric acid ; the re- 
quisite energy is therefore that represented by the heat 
of combination of Cu and to form CuO, and of CuO and 
H2S04Aq to form CUSO4 Aq. That is 63*6 grammes of 
copper uniting with 16 grammes of oxygen liberate 
37*16 Cal., and the resulting CuO dissolved in dilute 
sulphuric acid liberate 18*80 Cal. To perform the de- 
composition into Cu, and dilute H^SO^, 37-16 + 1880 = 
55-96 Cal. are needed. 

Now assuming that the decomposition of copper sul- 
phate takes place (as it does) in accordance with Fara- 

day's law, each gramme equivalent of copper, i,e. — ^- 

1 Confusion constantly arises from the fact that the number of 
units of electrical quantity (coulombs) needed for the liberation of 
an element is always reckoned on the gramme equivalent of that 
element, whereas the heat of combination of that element is 
reckoned on its gramme atom. For a monovalent element these 
are identical, but for a divalent element, such as copper in the 
cupric state, the gramme atom represents two gramme equivalents 
of the metal. 
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grammes, needs 96,540 coulombs for its liberation, i,e, 
63-6 grammes of copper require 2 x 96,640 ( = 193,080) 
coulombs. But the heat representing the energy neces- 
sary to liberate by electrolysis 63 B grammes of copper 
from an aqueous solution of its sulphate is 55*96 Cal. ; 
this is equivalent to 233,167 joules ; therefore, in order to 
yield this amount of electrical energy, 193,080 coulombs 
must be delivered at a pressure of 1*2 volts. The maxi- 
mum possible output of copper per horse power hour is 
therefore 735 grammes. This is equivalent to 38*9 pounds 
per horse power per 24 hours. Thus the process diflfers 
radically from copper refining, in which, as has been 
shown on p. 39, any desired output can theoretically be 
obtained with an indefinitely small expenditure of 
energy, and in which as much as 93 pounds per horse 
power per twenty-four hours may be obtained in prac- 
tice. To this calculated minimum expenditure of energy 
for reducing the copper there must be added certain 
extra quantities common to all electrolytic processes, 
which are needed for overcoming the resistance of the 
leads and that of the electrolyte (as distinct from that 
corresponding with the heat of combination of the sub- 
stances separated). Thus the minimum working voltage 
of a copper-reducing plant will be about 1*6 volts, and 
the output per horse power hour 585*9 grammes of copper, 
i,e. 30*9 pounds per horse power acting for twenty-four 
hours. Thus a plant of 1,000 h.p. would deposit 6,040 
tons of copper per year if run day and night for 366 
days. Given water power at a cost of £2 lOs. per horse 
power year, the cost for power alone for winning one 
ton of copper is 9«. lid. ; and if steam power be used at 
£9 168. per horse power year, each ton of copper will cost 
£1 19«. lOd. to win. (These figures may be compared 
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with those for the refining of copper given on p. 43.) 
This very moderate expense warrants the idea that an 
electrolytic process for winning copper from its ores 
should be exceedingly remunerative. 

But the cost of the power required is not the largest 
part of the expense. The roasting of an ore containing 
the copper as pyrites is necessary in most processes, and 
in all the need for leaching out the ore occurs. The 
solvent usually becomes charged with matter other than 
copper extracted in the leaching process, and has to be 
purified or renewed at fairly frequent intervals. The 
upkeep of the depositing vats, electrodes and diaphragms 
is a heavy item, and finally the risk of obtaining impure 
copper or bad and non-coherent deposits, is considerable. 
Thus the cost of the energy required, though important, 
is not of such extreme moment as to give a water-power 
plant an overwhelming advantage over one using coal. 

The processes giving greatest promise of commercial 
success in the electrolytic winning of copper from its 
ores are as follows : — 

THE SIEMENS-HALSKE PROCESS 

This process depends on the extraction of copper from 
its ore by a solution of ferric sulphate, which is thereby 
reduced to ferrous sulphate, the deposition of the copper 
thus dissolved by passage of the liquor through the 
cathode compartment of an electrolytic cell, and the oxi- 
dation of the ferrous sulphate by subsequent passage of 
the liquor through the anode compartment. The liquor 
thus regenerated is sent back to extract a further 
quantity of copper from a fresh portion of ore. 

The details of the scheme of working first proposed 
may be stated thus. An ore containing copper as 
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pyrites is roasted at a low temperature so as to oxidise 
the sulphide of iron which it contains to ferric oxide, and 
to free the cuprous sulphide originally forming a con- 
stituent of copper pyrites (CugSFejSj) in the ore. In the 
course of this roasting, part of the cuprous sulphide is 
oxidised to cupric sulphate (CUSO4) ; this is no disadvan- 
tage, as that part, of the copper is at once rendered 
soluble in water, irrespective of the solvent action of the 
ferric sulphate subsequently used for leaching. The 
sulphur dioxide (SOg) given oflf in roasting may be used 
for making vitriol, which is needed for acidulating the 
leaching liquor. In this case the roasting is effected in 
Gerstenhofer kilns, which are narrow vertical structures 
down which the ore passes, meeting a limited supply of 
air on its way, and thus generating gases sufficiently 
rich in SO, to be practically available for vitriol making. 
The roasted ore is placed in leaching tanks and ex- 
tracted systematically ; by this is meant that fresh 
liquor always comes in contact with nearly exhausted 
ore, and nearly saturated liquor with fresh ore contain- 
ing its full percentage of copper. The copper already 
existing in the roasted ore as sulphate dissolves as such ; 
copper existing as cuprous sulphide is also dissolved by 
the action of the ferric sulphate, which may be repre- 
sented thus 

Cu,S + 2 Fe^{SO^)i = 2 CuSO^ + 4 FeSO^ + S 

GuproQB Ferric Cupric Ferrous Sulphur 

sulphide sulphate sulphate sulphate 

"When a solution containing cupric sulphate and ferrous 
sulphate and acid with sulphuric acid is electrolysed, 
copper is deposited to the exclusion of iron. If this 
electrolysis be performed in a cell without a porous 
diaphragm, the ferrotis sulphate is oxidised at the anode 
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to ferric sulphate, and reduced again at the cathode to 
ferrous sulphate. The energy represented by these 
changes is provided by the current, and appears as heat, 
which is lost. Thus it is desirable to keep the liquor at 
the anode separate from that at the cathode, and it is 
also necessary on account of the fact that the liquor to 
be returned to the leaching vats must contain its iron as 
ferric sulphate. 

The process as thus described seems satisfactory 
enough, but in working serious difficulties are en- 
countered. Selective roasting of the ore is not an easy 
matter ; it must be done slowly, at a low temperature, 
and with constant stirring ; these are somewhat expen- 
sive conditions of working. The leaching needs much 
attention, and the leached liquors may be muddy with 
basic iron salts and require filtration ; an ordinary iron 
filter press is not adapted for liquors containing copper 
and iron salts, as the frames and plates are attacked ; 
wooden presses are needed, and these wear rapidly. The 
anodes must be insoluble and withstand the disinte- 
grating action of the current. This point is of great 
importance in many electrolytic operations and it cannot 
be said that complete success has yet been attained in 
devising a permanent anode. Platinum is too costly for 
any ordinary process. All other commercial metals are 
attacked. Ferro-silicon, which is a difficultly attackable 
substance, has been suggested, but does not appear to 
have proved successful in practice. In almost all cases 
carbon is the only substance which can be employed 
with fair results. The quality of carbons prepared for 
electrical and electrolytical purposes varies considerably, 
but even the best are eventually destroyed. The choice of 
a diaphragm is even more difficult than that of an anode. 
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In the original arrangement a porous cell or mem- 
brane was employed, the disposition of the various parts 
being such as is shown diagrammatically in the ap- 
pended figure (Fig. 13). c, c, c are the cathode com- 
partments of the three cells shown ; they are separated 
from the anode compartments a, a, a by the porous par- 
titions E, :e, b. Each of the cathode compartments is fed 
with a solution of cupric sulphate and ferrous sulphate 
supplied by pipes b, b, b, conveying the liquor through 
the series of cells. A portion of the copper in the liquor 
is deposited on each of the cathodes k, k, k. Seeing that 




the liquor as it enters the first cell contains more copper 
than when it leaves it, its specific gravity is higher 
at the point of entrance than at that of exit, and thus 
the decrease of the content of copper corresponds pari 
passu with the alteration of specific gravity, and the 
lighter liquor, poorer in copper, flows out through the TJ 
end of the second tube b in the first cell down to the 
bottom of the cathode compartment of the second cell Cy 
where the process of elimination of copper and specific 
lightening of the liquid ' recurs. Therefore throughout 
the series of cathode compartments the deposition of 
copper proceeds step by step, the heavier, richer liquor 
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always entering at the bottom of the cell, and the poorer, 
lighter liquor flowing away at the top. 

Precisely the converse holds good with the anode 
compartments a, a, a. The liquor from the last of the 
cathode compartments, nearly exhausted of copper, but 
containing all its iron as ferrous sulphate, flows into the 
first of the anode compartments by the pipe d, and is 
there oxidised at the anode l. The ferrous sulphate is 
converted into ferric sulphate, the solution of which is 
specifically heavier than that of the ferrous sulphate, 
and sinks in the anode compartment, increasing in its 
content of ferric sulphate and in specific gravity until it 
reaches the bottom, whence it flows by the pipe d into the 
next anode compartment. Thus the oxidation of the liquor 
is as systematic as is the reduction of copper from it, and 
the ultimate product on one side is a solution of ferrous 
sulphate containing a small residuum of cupric sulphate, 
and on the other a solution of ferric sulphate (still 
containing a small quantity of cupric sulphate) ready for 
extracting a fresh portion of roasted ore. The arrange- 
ment of pipes shown having upturned ends is merely a de- 
vice, such as those which are shown in Figs. 8 and 9, pp. 
50, Bl, for allowing the flow of liquid through the tanks 
to be irregular, or to be stopped altogether, and started 
again without risk of any tank overflowing^ or any 
syphon becoming empty and therefore unable to perform 
its functions when the flow of liquid begins again. The 
appended figure (Fig. 14) shows the arrangement on a 
somewhat exaggerated scale for the sake of clearness. 

The tank b is on a lower level than the tank a, and 
thus liquid can flow through the syphon o. The original 
levels of the liquid in the tanks are represented by the 
lines L, L. The liquid in a flows into b until the level in 
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each is altered, and becomes that represented by the lines 
l', il. On reaching these levels the syphon ceases to act, 
but the U-shaped bend remains full, and the syphon 
again begins to work when the level in a is raised by any 
fresh influx of liquid. Now suppose by some irregularity 
or accident the level in b falls again to l without there 
being any compensating influx from a. The liquid only 
falls in the short up-turned limb of the syphon to an 
equal extent, and on the resumption of a regular flow 
the short limb fills up again and the syphon resumes its 
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office. The longer the U of the syphon the greater may 
be the irregularities of flow without throwing the syphon 
permanently out of action. This assumes that the pipe 
forming the syphon is made wide enough to allow the up- 
turned end to fill quietly without enclosing air spaces, 
which, when the syphon started again, might cause a 
pocket of air at the top of the syphon and stop its 
working. 

It will be noted that in the Siemens-Halske process the 
energy necessary to deposit copper from copper sulphate 
at the cathode is diminished by that afforded by the 
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oxidation of ferrous sulphate to ferric sulphate at the 
anode. This saving of energy is secured by taking advan- 
tage of the fact that the ore, even when roasted, is not a 
completely oxidised body (for it contains copper as cuprous 
sulphide), and is capable of effecting the reduction of 
ferric sulphate to ferrous sulphate, thus providing a body 
capable of oxidation with the production of energy at 
the anode. A similar case is fully discussed and its 
quantitative relations are computed in the description 
of the Hoepfner process which is given in a succeeding 
section. 

An estimate of the cost of a small plant for the Siemens- 
Halske process has been published {J.S.C.L, 1892, B34). It 
may be given as an example of the items to be considered 
in calculations of this sort rather than as being of any 
intrinsic value, for, as will be seen presently, the Siemens- 
Halske process has not hitherto proved commercially suc- 
cessful. 

The quantity of copper to be won is taken as one ton 
per 24 hours, using an ore containing 4 — 4*5 per cent, of 
Cu. The cost of the plant exclusive of buildings is 
reckoned at £5,765 ; crushing machinery, £1,B57 ; leach- 
ing plant, £3,057— total, £10,379. 

The cost of working per 24 hours is calculated thus : — 



Interest on plant (£10,379) at 6 per cent. 
Depreciation at 10 per cent. 

130 H.p 

Labour (15 men at 2s.Y 

Interest on copper in baths 

Fuel for beating extracting solution 

Gteneral expenses and supervision . 



£ 
1-42 

2-84 
3-12 
1-50 
0-BO 
0-60 
2-00 



, £11-88 

* The estimate is German, wherefore the low labour chaige. 
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Thus the winning of one ton of copper cost, exclusive 
of the cost of the ore, nearly £12. This expenditure is 
not immoderate, and would be smaller if a larger plant 
were employed. Nevertheless the process has not achieved 
success, for the reasons stated below. 

The difficulties experienced in obtaining suitable per- 
manent anodes and diaphragms have led to several modi- 
fications of the Siemens-Halske process. 

In these the arrangement of electrodes and diaphragm 
has been horizontal instead of vertical, and the dia- 
phragm has served not only as a separating membrane, 
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but as a slow filter. This alteration is exemplified by the 
accompanying sketch. 

The vat a is separated into two parts by the horizontal 
filter B, of felt or asbestos. In the lower part is the 
anode c, and in the upper division is the cathode d. The 
anode may be built up of carbon plates or rods, while the 
cathode is a piece of copper sheet supported by a wooden 
framework (not shown). The leached liquor is fed in at 
p and drawn off at e, the rate of flow being so adjusted 
that it passes continuously through the filtering partition 
B, and is in contact with each electrode successively for a 
time sufficient to allow of the deposition of the bulk of 
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the copper in the upper division and of the oxidation of 
the ferrous sulphate in the lower division, whence it is 
led back to the leaching tanks. 

The circulation is thus from cathode to anode compart- 
ment of a single electrolytic cell, and not through all the 
cathode compartments of a number of cells and then 
through all the anode compartments of the same cells, as 
in the arrangement shown in Fig. 13, p. 71. 

Several forms of apparatus having these characteristics, 
. viz. the horizontal electrodes and the completion of the 
treatment of a given quantity of leaching liquor in a 
single cell, have been patented, but in spite of all these 
attempts no authentic account of a successful installation 
on a large scale has been published, and if a process of 
the kind is being worked it is kept secret. 

THE HOlEPFNER PEOCESS 

Two chief underlying ideas may be traced in this pro- 
cess. The first is to extract copper from its ores in which 
the metal exists as sulphide by a solvent which shall 
extract the copper from the unroasted ore. The second is 
to deposit copper from its cuprous salts instead of from 
its cupric salts. This latter idea may be profitably con- 
sidered irrespective of any particular process. In the 
first place it is evident that cuprous chloride (CugClg) in 
which the copper is monovalent contains twice as much 
copper per unit weight of chlorine as does cupric chloride 
(CuClg). Therefore the number of coulombs necessary to 
decompose 134B grammes of CuClg and yield 63-B grammes 
of copper will decompose 198 grammes of Cu^Clj and will 
yield 127 grammes of copper. In other words, a current 
of one ampere acting for one hour will deposit 1*1827 
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grammesof copper from cupric chloride, and 1*1 827 x 2 = 
2"3654 grammes of copper from cuprous chloride. 

It has been shown above that there is a subst9>ntial 
commercial advantage to be gained by using a high 
current density, because the quantity of copper turned 
out per unit of copper locked up and per unit of plant 
is thereby increased. The limiting current density is 
set by the difficulty of obtaining copper in a sound, 
coherent, and pure state when the current density ex- 
ceeds a certain modest value, e.g. 10 amperes per square 
foot. Now assuming that ceteris paribus the same current 
density can be used with a cuprous as with a cupric solu- 
tion,* it follows that with a given stock of copper, and 
with a given plant, twice as much copper can be reduced 
from the cuprous as from the cupric state with the same 
current. But it must not be assumed that twice as much 
copper can be reduced with the expenditure of the same 
amount of energy. This needs separate inquiry. Thus 
the heat of formation of one gramme molecule (134*5 
grammes) of cupric chloride (CuCl,) is 61-63 Cal. Hence 
to liberate 635 grammes of copper from cupric chloride 
requires 61-63 Cal., %,e. 216,126 joules. But the flow of 
2 X 96,640 coulombs will deposit 63-5 grammes of copper 
from a cupric salt. Therefore these coulombs must be 

delivered at a pressure of g — ufiPyiO ^^^^ ^ 1'114 volts. 

But the heat of formation one gramme molecule (198 
grammes) of cuprous chloride (Cu^Clg) is 66-76 Cal. Hence 
to liberate 2 x 63*5 grammes of copper from cuprous 
chloride requires 66-76 Cal., Le. 273,968 joules. But the 

^ This is an assumption, not a demonstrated fact. Like many 
other questions in the electrolytic winning of copper, this point is 
in need of experimental investigation. 
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flow of 96,640 coulombs will deposit 63*5 grammes of 
copper from a cuprous salt and 2 x 96,640 coulombs 
must flow to deposit 2 x 63'6 grammes of copper. There- 
fore the coulombs must be delivered at a pressure of 

273,958 ,. . --^ ,, 
2-^96,6^ ^^^^ = 1'*^^ ^^^^- 

Thus, although it is true that a given current deposits 
twice as much copper from a cuprous as from a cupric 
solution, yet it requires per molecule of salt decomposed 
a higher voltage in the proportion of 1'419 volts to 1'114 
volts. That is, the total energy required per unit weight 

1-419 
of copper liberated from cuprous chloride is 2 of that 

rii4 

needed per unit weight of copper liberated from cupric 

16 
chloride, i.e. approximately ^ Of course the same result 

is arrived at by considering directly the heats of forma- 
tion of cuprous and cupric chloride, remembering that in 
the former each molecule contains twice the weight of 
copper present in a molecule of the latter. The foregoing 
calculation serves, however, to show the method by which 
computations of this kind may be made, and also to 
illustrate the fallacy of referring the efficiency of a given 
process solely to its output per coulomb (or, if over a 
given time, per ampere), ignoring the true efficiency, i.e. 
the output per unit of energy, this being stated in calories, 
joules, foot pounds or other convenient unit. 

In the particular case now under discussion, the mere 
statement of the output per coulomb would imply that a 
process using a solution of cuprous chloride would be 
twice as efficient as a process using a cupric solution. 
In reality, however, it is about one and a half times 
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as efficient, taking as a criterion the minimum possible 
consumption of energy. Its real claim to consideration 
(assuming practical difficulties to be overcome) is in 
the greater output of copper per unit of plant and of 
copper locked up, always provided that the maximum 
current density at which good coherent copper can be 
deposited is as high as that attainable with the use of 
cupric solutions. 

These principles having being discussed, we may return 
to a consideration of the process illustrating them. 

The Hoepfner process, as originally devised, was de- 
scribed by the inventor in a paper read before the Upper 
Silesian Society of Applied Chemistry, and transcribed 
into the Zeits, f. Angeicandte Chemie^ 1891, p. 160. The 
gist of this description, together with any necessary 
comments, may be given briefly here. 

The cells are divided by a porous partition into anode 
and cathode compartments. Through all the cathode 
compartments of a given group of cells flows a solution 
containing cuprous chloride dissolved in a solution of 
sodium chloride or calcium chloride. Copper is deposited 
from this solution in double the quantity that would be 
deposited from a cupric solution by the same current. 
The liquor, having passed through the whole set of 
cathode compartments, flows away nearly free from 
copper. In similar manner a solution of cuprous chlo- 
ride is supplied to the anode compartments. Now 
at the anodes chlorine appears in quantity corre- 
sponding with the copper deposited in the cathode 
compartments. This chlorine, however, does not 
become free, but combines with the cuprous chloride 
in the anode compartments to form cupric chloride. 
This reaction in itself tends to produce a current in the 
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same direction as the current used for electrolysis, and 
thus the necessary minimum voltage is diminished. 
The minimum voltage for a cell having cuprous chloride 
in both anode and cathode compartments (the two being 
separated by a porous diaphragm) may be calculated. 
The calculation resolves itself into reckoning the voltage 
corresponding with the heat of combination of copper 
and chlorine to form cuprous chloride, minus that of 
cuprous chloride and chlorine to form cupric chloride ; 

le. Cu, + CIg = Cu^Clg . 6B-7B Cal. 

and CU8CI2 + Clj = 2CuCl2 32 Cal. 

33-75 Cal. 

Therefore the total energy to be provided from with- 
out is 33-7B Cal. = 140,626 joules for 2 x 63*5 grammes 
of copper deposited from the cuprous chloride solution. 
Seeing that 2 x 96.B40 coulombs must flow in order to 
deposit 2 x 63'B grammes of copper from a cuprous solu- 
tion, it follows that the current must have a voltage of 

1^0^ ^olt = 0-73 volt. 
2 X 96,640 

' In the foregoing calculation such thermal changes as 
attend the removal of cuprous chloride at the cathode 
from its solution in brine or calcium chloride solution, 
and the production of cupric chlorid'e (having a high 
heat of dissolution in water) in solution at the anode, 
have been intentionally neglected. Thus the main 
point stands out clearly, viz. that by taking advan- 
tage of the power of copper to form two chlorides the 
chlorination of cuprous chloride can be caused to yield 
energy in the cell, and thereby diminish substantially 
the quantity of energy necessary to be impressed from 
without. 
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The energy required to reduce again the cupric 
chloride to cuprous chloride, and thus economise the 
electrical energy which has to be expended in the cell, 
is afforded by the ore, which, being an unoxidised copper 
sulphide, is capable of acting thus. Therefore the 
saving of energy effected by taking advantage of the 
existence of two chlorides of copper comes ultimately 
from the ore itself. Just as a sulphide ore can be 
roasted in heaps by its own heat of combustion and 
without the aid of extraneous fuel, so can the same ore 
sferve in great measure to go towards rtducing copper 
which it contains to the metallic state. These energy 
considerations are quite elementary, but are often neg- 
lected or slurred over in dealing with electro-metal- 
lurgical questions. 

The cupric chloride formed in the anode compartments 
during the systematic flow of a portion of the cuprous 
extract from the ore through these compartments is 
returned to the leaching tanks for extracting a fresh 
portion of the ore ; there it acts on the cuprous sulphide 
in the ore according to the equation — 

Cu,S + 2 CuCl, = 2 Cu,Cl, + S.» ' 

It will be remembered that the liquor which has passed 
through the cathode compartments, though robbed of 
its copper, contains untouched the sodium chloride or 
calcium chloride used to keep the cuprous chloride in 

^ This equation has been disputed. Experiments in the author'a 
laboratory have, however, shown it to be substantially correct. It 
must not be assumed, however, that a practicable process of leach- 
ing on these lines can necessarily be realised. Completeness of 
extraction depends largely on the fineness of the ore, the proportion 
of solvent to ore, and the temperature at which the extraction is 
conducted. 
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solution. Now, if complete reduction to cuprous chloride 
occurs (as it should) in the leaching vats, a quantity of 
cuprous chloride equal to that originally starting from 
the leaching vats will be regenerated. This will need 
the same quantity of sodium chloride or calcium chloride 
to retain it in solution as was requisite when the first 
solution was prepared. Therefore the liquor from the 
cathode compartments must be mixed with that from the 
anode compartments in order to provide sufficient sodium 
chloride or calcium chloride to hold the whole of the 
cuprous chloride in solution. To take a concrete case for 
the sake of clearness: Suppose a solution having a 
volume of 1 litre contains 2 gramme molecules of CugCl, 
and that this is kept in solution by 4 gramme molecules 
of NaCl* Let half this solution pass through a cathode 
compartment and there deposit all its copper. The half 
litre of solution then contains 2 gramme molecules of 
sodium chloride. The other half of the solution passing 
through the anode compartments is there chlorinated, 
and after this change contains 2 gramme molecules of 
CuCla and 2 gramme molecules of NaCl. Then passing 
to the extracting tanks, it is reduced to CugClg, fresh 
copper going into solution, and forms 2 gramme mole- 
cules of CugClj, which require ex hypothesi 4 gramme 
molecules of NaCl for their solution ; but in the solution 
itself are only 2, hence the 2 bereft of copper in the 
cathode liquor must be supplied to make up the deficit. 
It is evident that the process possesses some elements 
of elasticity of working. If it were found, as is likely, 
that impurities accumulated in the leaching solution 
to an inconvenient extent, the liquor from the cathode 

* Whether these solubilities are possible or not is immaterial as 
far as the argument is concerned. 
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compartments, thoroughly freed from copper, could be 
thrown away and replaced by clean water in which the 
requisite quantity of salt to make an eflfective solvent 
for the cuprous chloride had been dissolved. Thus 
purification could be attained with the expenditure only 
of the sodium chloride, and there need be no waste of 
copper, or necessity for working up a crude solution. 

A subsidiary advantage claimed for the process is that 
cupric chloride is a solvent for silver contained in the 
copper ore; thus — 

AgjS + 2CuClg = Cu2Cla + 2 AgCl + S. 

The resulting silver chloride is sufficiently soluble in 
the solution of cuprous chloride in sodium chloride or 
calcium chloride, and from the solution the silver can be 
precipitated by well-known means, e.g. treatment with ' 
metallic coppar, before the solution goes to the cathode 
or anode compartments. When the silver has been 
separated, removal of other impurities can be eflfected by 
precipitation with a limited quantity of lime. This, 
which is a common operation in wet metallurgical 
processes, can be easily carried out, because cuprous 
oxide is a strong base, and all ordinary impurities are 
precipitated before its salts are decomposed, when a base 
such as lime is added gradually. 

The foregoing description is based on the facts set 
forth in Hoepf rier's original paper. In the same document 
he proceeds to give an estimate of the cost of the plant 
and of the fuel required in a works using this method. 
These are here pretermitted, as they have not been real- 
ised in practice. The nature of the difficulties encountered 
may be gathered from the following abstract, appearing 
in the J. Soc, Chem, Ind., 1896, p. 279, of a paper by 
E. Jensch (Chem. Zeit, 1894, p. 1906). 
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" The Hoepfner process was used at Schwarzenburg 
from August, 1891, to March, 1892, and in the Giessen 
and Weidenau works. It was applied both to rich ores 
and mattes, and to cuperiferous pyrites from the Sulit- 
jelma mines in Northern Norway, in which the copper 
per centage ranged from 9*6 to 12-26, and that of iron 
from 32*6 to 34*6. The ore was very finely crushed, so 
that 85 per cent, of the sample passed through a No. 200 
and 96 per cent, passed a No. 100 sieve ; but some little 
trouble was caused by the blocking of the meshes by the 
fine powder. The leaching was efiected by means of a 
solution of cupric chloride in calcium, chloride, which 
latter (instead of brine) becomes the solvent of the result- 
ing cuprous chloride, the mixture being placed in revolv- 
ing wooden drums of 900 to 6,600 litres capacity. The 
drums caused considerable difficulty by leakage, which 
began when the temperature of the liquid was raised by 
the admission of steam to hasten the reaction, and in- 
creased with the rise of temperature and the growing 
percentage of cuprous chloride, yet for obvious reasons 
lead and iron vessels could not be used. With the rich 
materials three or four extractions sufficed, but with the 
Sulitjelma ore, although the first extraction removed 
half of the copper, even ten or twelve leachings failed to 
extract the whole of the remainder, partly on account of 
the large percentage of iron present, partly owing to the 
increasing dilution of the liquid. At the temperature of 
the reaction, magnetic pyrites reacts with cupric chlo- 
ride, giving equivalents of ferrous chloride, cuprous 
chloride, iron bisulphide and sulphur, while the resulting 
ferrous chloride re^^cts with another quantity of cupric 
chloride to give ferric and cuprous chlorides ; and iron 
pyrites reacts directly with cupric chloride to give 
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ferrous and cuprous chlorides and sulphur. For this 
reason an excess of cupric chloride must be used in the 
leaching solution. The slimes were filter-pressed at a 
temperature of 40° to 50° C. in order to avoid the reten- 
tion of copper by them. The anodes were of paraffined 
carbon, the cathodes thin copper plates, experiments with 
coppered carbon cathodes having proved unsuccessful. 
Difficulties with the parchment paper diaphragms were 
also met with." 

The copper obtained by the Hoepfner process is said to 
be of good quality, in spite of the fact that it is precipi- 
tated from a somewhat impure solution. A published 
analysis shows only traces of iron, arsenic, antimony and 
lead, nickel and cobalt amounting to 0*0012 per cent, and 
molybdenum 0*0023 per cent. 

One of the most serious difficulties of the Hoepfner 
process has been the provision of refractory anodes and 
diaphragms. The patents taken out by Hoepfner in the 
years immediately succeeding the original promulgation 
of his process indicate this. He has suggested the use for 
anodes of ferro-silicon, i.e. iron containing sufficient 
silicon, e.g. 10 — IB per cent, to constitute a silicide 
which is less readily attacked than iron and is still 
sufficiently conductive ; for diaphragms he has advocated 
the use of mica plates joined together (this being neces- 
sary because the price of fairly large pieces of mica is 
high, and any piece over one foot square is practically 
unattainable) and perforated with numerous fine holes so 
that the liquids to be separated may be in electrolytic 
contact and yet be prevented from commingling freely. 
These almost desperate expedients indicate the heavy 
mechanical difficulties with which the process has had 
to contend. Having regard to all these things, the 
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Hoepfner process, in spite of its ingenuity and the 
soundness of the principles on which it rests, must be 
pronounced a failure up to the present. 

Before dismissing the subject of winning copper 
directly from its ores by extraction with some solvent 
which can be regenerated and by electrolytic treatment 
of the resulting solution, a brief description must be 
given of an ingenious device due to Cohen (who has 
described it in the Zeitschrift filr Elektrochemie, 1895, 
p. 26), by which he seeks to avoid the necessity for 
a diaphragm. The arrangement is shown in Fig. 16. 
There is no porous diaphragm ; the cathode K is about 
half the length of the anode a, and the latter at its lower 
end is separated from the rest of the tank by the short 
vertical partition c. Cuprous chloride solution is fed in 
by the pipe b, and flowing down is partly robbed of its 
copper in passing over the cathode k. On reaching the 
anode a the cuprous chloride still remaining in solution 
is oxidised to cupric chloride, and its specific gravity is 
thus increased, wherefore it slides down the anode and 
collects in the sump b formed by the partition c. From 
this it is syphoned off by the pipe d, and is available for 
extracting another portion of the ore. The weak point 
of this arrangement is that the more completely the 
cuprous chloride is robbed of its copper (as is desirable) 
at the cathode, the smaller quantity of cuprous chloride 
remains in solution to be oxidised at the anode'; under 
the best conceivable conditions only half the copper is 
deposited at the cathode, leaving an equal quantity to 
be oxidised from the cuprous to the cupric state at the 
anode. But, seeing that the upper parts of the two 
electrodes are not separated, more than half the cuprous 
chloride is likely to escape decomposition at the cathode 
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and pass directly to the anode. It cannot be oxidised 
there by the action of the current, because the amount of 
chemical action at the anode is equivalent to that at the 
cathode. Therefore a considerable proportion of the cu- 
prous chloride circulates idly through the extracting vats- 
and electrolytic tanks. Moreover, it is highly doubtful 
whether the difference of specific gravity of the twa 
solutions is large enough to ensure the cathode and 
anode liquids remaining fairly separate. Altogether the 
device is more ingenious than practicable. 




Fio. 16 



The example of Hoepfner in using cuprous salts from 
which to deposit copper has been followed by Douglas, 
who proposes roasting sulphide ores to sulphate, extract- 
ing with a solution of sodium chloride, reducing the 
resulting cupric chloride to cuprous chloride by means of 
sulphur dioxide, and electrolysing the cuprous chloride 
(which may be as a paste if the quantity of sodium 
chloride is insufficient to keep it in solution) depositing 
copper at the cathode, and collecting the chlorine given 
off at the anode for use as such. There is no reason to 
suppose that this is more than a paper process. 
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From the foregoing description of the Siemens-Hakke 
and the Hoepf ner processes, the only methods which have 
been fairly tried on a manufacturing scale, it is evident 
that the electrolytic winning of copper, as distinct from 
its refining, has not yet been remuneratively accom- 
plished. That it will be achieved in the near future is 
probable enough; meanwhile it presents an excellent 
field for invention. What is wanted is not so much a 
totally new device as a well-schemed plant, embodying 
perhaps nothing but what is common knowledge, but 
planned so as to be fairly permanent as a whole, and 
with its perishable parts easily and cheaply renewable. 
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No process for the winning of lead from its ores by means 
of electrolysis has been devised. It is unlikely that any 
such process will be devised, because lead is an easily re- 
ducible metal, fusible at a low temperature, and of low 
price. Certain attempts have been made to refine crude 
lead, and these have met with a qualified success. It 
happens that the refining of lead by ordinary metallur- 
gical processes has been brought so nearly to perfection 
that commercial lead, such as is used for the commonest 
purposes — plumbing, roofing and the like — is almost 
chemically pure^ as may be seen from the following* 
typical analysis :— 

Per cent. 

I/iftd 99-9887 

Copper 00014 

Antimony 0<X)37 

Zinc 0<X)16 

Iron 00016 

Silver 0*0080 

ICOOOOO 
Not only is the lead all but absolutely free from the 
commoner metals, but it contains only a small quantity 
— ^less than yj^ of 1 per cent.— of the most characteristic 
and valuable impurity, namely silver. In the sample, 
the composition of which is quoted above, there is 0-008 
per cent, of silver, %,e, B ounces per ton. In many com- 
mercial samples of lead there is even a smaller amount, 
e.g. 2-3 ounces per ton. Thus it is evident that by exist- 
ing methods of refining lead can be obtained of a quality 
good enough for all ordinary purposes, and at the same 
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time free from the chief foreign constituent with re- 
covering. From this it follows that any electrolytic 
process is not likely to achieve better results, and its 
only chance of adoption lies in the possibility of its being 
cheaper than the usual processes. It will be seen that 
the refining of lead stands on a totally diflferent footing 
from that of copper (p. 3B et seq.). There a product 
(capper almost absolutely pure) is obtained which is 
procurable in no other way and for which there exists 
a large demand ; with lead, on the other hand, the pro- 
duct can be at best only insignificantly more nearly pure, 
and can fulfil no demand not already fully satisfied by 
the ordinary metal of commerce. Therefore, whereas the 
extension of electrolytic copper refining and the ultimate 
extinction of dry processes are certain, the future adoption 
of electrolytic lead refining on any considerable scale is 
inherently improbable, unless an appreciable saving in 
cost of refining can be proved. 

KEITH'S PROCESS 

This process, although no longer in use, is worthy of 
brief description in that it illustrates the lines on which 
a refining process may be worked, provided the cost can 
be kept within reasonable limits. Crude lead containing 
96-97 per cent, of Pb was used i^ the raw material. 

The following analysis will serve to show the com- 
position of lead of this class: — 

Per cent. 

Lead 9636 

Antimony 1*07 

Arsenic 1*22 

Copper 0-31 

Silver 0-55 

Zinc, iron, etc 0*40 

10000 
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This crude lead is cast into plates to serve as anodes. 
These are enclosed in bags of muslin to retain the anode 
sludge containing the silver. The electrolyte consists of 
a solution of lead acetate or of lead sulphate dissolved in 
sodium acetate. The cathodes are thin sheets of pure 
lead, and on them the lead is deposited as loosely adherent 
crystals, which fall to the bottom of the depositing cell 
and are removed from time to time. The anode sludge 
remains in the muslin bags and is worked up for its 
silver. The lead cry^tab hay© to be squeezed into blocks 
and fused in the presence of a little charcoal and run 
into ingots. A certain amount of slagging and loss is apt 
to occur in this operation. Such loss can be minimised 
by adding the lead sponge to lead already molten, instead 
of fusing it per se. There is a certain limited demand for 
spongy lead for accumulator plates, and for this purpose 
the lead deposited electrolytically in a mass of loose 
crystals is well adapted. If, however, electrolytic lead 
refining is ever to be established on a large scale, this 
outlet would be much too small to take any considerable 
fraction of the lead produced, and some plan of fusing 
the metal and running it into ingots must be adopted. 

One of the best attempts which have been made to 
refine lead electrolytically is that due to Tommasi. Like 
other methods, it has not yet reached a manufacturing 
status, but is nevertheless worthy of a brief description. 

The electrolytic cell d, shown in vertical section (Fig. 
17), contains two lead anodes jp,j?, which may be either 
cast plates or powdered lead packed in a perforated case.^ 
Between the anodes is a large thin disc c (shown in 
vertical section in the figure, and therefore appearing as 
a line), made of copper or aluminium bronze and having 
* A device of doubtful utility. 
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its centre above the top of the cell. It is mounted on a 
spindle provided with a rubbing contact, and is made the 
cathode. The disc is rotated, and is alternately immersed 
in and withdrawn from the electrolyte. On each side of 
the disc is a scraper, which detaches the loose lead crystals 
deposited during the passage of the disc through the elec- 
trolyte and also aids in depolarising it. The finely 
divided lead falls into gutters, by which it is conveyed 
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to a sieve. Here it is drained and washed. The lead is 
compressed and fused into ingots, a little charcoal being 
used to hinder oxidation. The electrolyte is said to be a 
solution of lead acetate and sodium or potassium acetate, 
to which certain substances' are added to prevent the 
formation of lead peroxide at the anode. The nature of 
these substances is kept secret. It is probable that they 
are fairly cheap and easily oxidisable organic substances 
which serve to reduce any lead peroxide that may tend 
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to be deposited. This tendency to deposit a portion of 
the lead as peroxide at the anode is a standing difficulty 
in lead refining. It is objectionable, not only because 
the lead is deposited in the wrong form at the wrong 
place, but also because it gives rise to a back E.M.F. 
which increases the voltage needed for the decomposition 
of the electrolyte. Supposing the formation of lead per- 
oxide to be prevented from occurring by means other than 
the addition of reducing substances to the electrolyte, 
there will be no necessary consumption of energy in the 
transference of lead from the anode to the cathode. The 
only expenditure of energy required will be that needed 
to overcome the resistance of the electrolyte. In fact, the 
general conditions are identical with those obtaining in 
copper refining, and the remarks made on p. 39 apply 
equally here. Now it is evidently advantageous to 
keep the electrodes as close together as possible, so as to 
reduce the resistance of the cell. This is feasible with 
a revolving cathode, because the deposited lead is con- 
tinually removed by the scrapers, and is thus prevented 
from forming irregular crystalline growths which would 
bridge the space between the electrodes. Tommasi cal- 
culates that with a distance of 2 cm. between anode 
and cathode, and using a current density of about 3 am- 
peres per square diameter (say 27 amperes per square 
foot), the drop of pressure in each cell would be 0*75 
volt, and that for an output of 84 tons of lead per day 
of 24 hours an installation of about 1,000 h.p. would be 
required. Making all the usual charges for labour, fuel, 
depreciation, and the like, the cost of the process per ton 
of refined lead is about 7«. By using water power this 
sum may be reduced to about 4*. Taking the cost of 
casting the anodes and working up the anode sludge for 
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the recovery of silver and bringing the precipitated lead 
into marketable form at 28, 6d, per ton of crude lead, the 
total cost will be 6«. 6d.-9«. 6rf. per ton. This is to be 
compared with a working cost of 24^., said to be incurred 
by the ordinary dry method of refining and desilverising. 
The low cost estimated for the Tommasi process can be 
covered by the value of even a small amount of silver, 
€,g, 4 ounces per ton, extracted. It must not be assumed, 
however, that the present dry process, even if requiring 
an expenditure of 24«. per ton of crude lead, cannot deal 
profitably with metal containing less than 12 ounces of 
silver per ton. The average content of silver in com- 
mercial refined lead, 2-3 ounces per ton, disproves this at 
once. The reason, of course, is that for most purposes 
the lead must in any case be refined, and the desil- 
verising is an incident in the refining. Thus, the value 
of the silver need not be so large as to cover the cost of 
refining ; the enhanced value of the refined lead is also 
to be reckoned when considering whether a lead poor in 
silver can be profitably treated. It is evident that the 
question is wholly one of cost, and, in deciding for or 
against the Tommasi process, detailed estimates, based 
on large scale experiments, would have to be compared 
with the actual works cost of a modem refining plant 
working on the Parkes or Pattinson system. As regards 
the production of spongy lead, there is, as stated above, 
some prospect of useful application of the Tommasi or 
some siijailar process. The cost of 1 ton of spongy lead 
will not be greater (assuming that the electrolytic pro- 
cess costs about as much as the dry method) than that of 
1 ton of ordinary refined lead — say £11 10«. The cost of 
spongy lead obtained by any method of chemical pre- 
cipitation, such as with zinc, which is sometimes em- 
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ployed, will be considerably greater, eg, £50 per ton, 
both because the comparatively expensive acetate of 
lead is used and because the zinc acetate formed is of 
small commercial value. Any direct method of precipi- 
tation will include the impurities of the zinc in the 
spongy lead — an undesirable outcome when the lead is 
to be used for accumulator work, in which it is needed 
to be as pure as possible. To avoid the inclusion of these 
impurities it would be necessary to dissolve the zinc out 
of direct contact with the lead salt — in fact, in one com- 
partment of a single voltaic cell, short-circuited. The 
lead would be deposited on the negative plate precisely 
as copper is deposited in a Daniell cell. In short, the lead 
would be produced electrolytically in the most expensive 
way. Its cost would make its use quite impracticable 
for air but very special purposes. On the other hand, at 
a price of about £11 10«. per ton there is no reason why 
spongy lead should not be used as the starting-point in 
manufacturing oxides of lead (litharge and red lead), and, 
perhaps white lead (basic carbonate of lead). Should 
such an outlet be found, electrolytic lead may be pro- 
fitably manufactured, irrespective of its utilisation as 
ordinary massive metal. 

PROCESSES USING A FUSED ELECTROLYTE 

Lead may be refined by electrolysis conducted with a 
fused salt of lead, instead of an aqueous solution of a 
lead salt, as the electrolyte. Difficulties caused by the 
deposition of the lead in a spongy state from an aqueous 
electrolyte naturally disappear when the electrolyte is 
fused and kept at a temperature above the melting- 
point of lead. It also appears that electrolysis can be 
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conducted successfully with a far higher current density 
in a fused electrolyte than in one which is aqueous. 
This allows the apparatus to be smaller for a given out- 
put of lead — ^a matter of considerable importance. Of or- 
dinary salts of lead, the chloride is most generally suited 
for use as a fused electrolyte. It melts at 498° C. = 928° F., 
and does not vaporise largely until considerably above 
this temperature. It is relatively cheap, not unduly 
corrosive and is a good conductor. The Use of a fused 
electrolyte for lead refining must, of course, be so 
arranged that both the crude lead acting as anode and 
the refined lead collecting on the cathode may be kept 
fused, that fresh crude lead may be added, and the sepa- 
rated pure lead may be removed continuously or from 
time to time, preferably without interrupting the working 
of the plant. An ingenious apparatus has been designed 
by Borchers to meet these requirements. It does not 
appear that this apparatus has ever been tried on a 
.manufacturing scale ; nevertheless, it illustrates certain 
principles and ideas sufficiently well to warrant a brief 
description. The chief features of the apparatus are shown 
in the diagrammatic sketch given on the opposite page. 
A cast-iron vessel a, shown in cross section, is divided 
electrically by the insulating joint b. The left-hand 
side of the vessel (which serves as the anode) is not 
vertical, but has a slope sufficient to allow a series of 
grooves in its face to retain melted lead and to allow this 
lead to flow down the side of the vessel terracQ-fashion 
in a continuous stream. The lead is put in through a 
hopper (not shown) at the top, and is drawn off by an 
inverted syphon (not shown) at the bottom. The electro- 
lyte filling the vessel is a mixture of potassium chloride 
and sodium chloride in molecular proportions, to which 
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has been added lead oxychloride. The vessel is set in 
the flue of a furnace, so that its contents may be kept 
fused. The only sensitive part is the insulating joint^ 
and this is water-cooled, so that it is protected from the 
electrolyte by a crust of solidified salt. The part of the 
vessel on the side of the insulating joint opposite the 
anode serves as the cathode, and in it tbe refined lead ia 
deposited and collected. This lead is drawn oflT by an 
inverted syphon in manner similar to that used for th© 
anode side. Using this apparatus, Borchers has been 
able to employ as high a current density as 10 amperes 
per square decimetre ( = 93 amperes per square foot) even 
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when the lead was rich in bismuth and it was sought to 
refine it and separate the bulk of it from this valuable im- 
purity. If the quantity of bismuth be small, the enormous 
current density of 60 amperes per square decimetre can^ 
it is said, be adopted without impairing the purity of the 
lead produced or endangering the apparatus. Borchers 
also states that even with these high current densities 
the requisite voltage is only O'B volt, and that thus 10 
pounds of lead can be refined by an expenditure of 
energy of 1 h.p. hour. Taking this as costing Id. for 
comparatively small installations, one finds that the cost 
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of refining is about £1 per ton as far as the requisite 
energy is concerned. It must be noted that it is by- 
no means clear that this process is adapted for dealing 
with argentiferous lead. Probably with a moderate 
•current density the silver would remain unattacked and 
be concentrated in the residual anode lead. The distri- 
bution of other metallic impurities common in crude 
lead, and having to be provided for by any scheme of 
refining, is also uncertain. Thus, speaking generally, it 
may be justly said that, ingenious as is the apparatus, it 
and its action require close and extensive study before it 
<5an be considered as an improvement on existing methods 
of lead refining. 
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THE ELECTROLYTIC EXTRACTION OF GOLD 
FROM ITS ORES 

Gold almost always occurs as free metal in ordinary 
ores; its extraction, therefore, consists in acting on it 
with an appropriate solvent which wiU not attack appre- 
ciably the non-auriferous part of the ore. It is on this 
account that the oldest of all extraction processes, that of 
amalgamation, has been, and still is, largely and success- 
fully employed. Mercury is an excellent solvent for 
gold, and does not dissolve the oxides and sulphides of 
base metals or the earthy gangue which accompany the 
gold. The reason why a process of amalgamation is not 
always the best that can be used for extracting gold is 
that the gold may be covered with a film of sulphide 
or oxide of some other metal, which may prevent its 
being brought into full contact with the mercury, or 
it may be so finely divided that it may float in the water 
carrying the powdered ore, and may thus equally escape 
contact with the mercury. Further, devices to mix the 
mercury intimately with the pulp of ore and water so 
as to catch this finely divided gold are very apt to 
convert the mercury itself into a " flour " so difficult to 
restore to its normal condition that it is carried away 
and lost. These and other difficulties make the use of 
mercury as a solvent less ideal for the extraction of gold 
than would at first sight appear. Free chlorine will 
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dissolve gold, and is used in a number of processes of 
" chlorination," which consist essentially in treating the 
finely powdered ore with water into which chlorine gas 
is led or in which it is generated by the action of 
sulphuric acid on bleaching powder. The objections to 
these processes are that other metals than gold are dis- 
solved, and that the quantity of chlorine required is 
hugely in excess of that strictly necessary to dissolve the 
gold. Potassium cyanide solution in the presence of 
oxygen will dissolve gold, and is utilised in enormous 
quantity and with the most complete practical success for 
treating ores, especially those of the type found in the 
Rand goldfields of South Africa. The success which has 
attended the use of potassium cyanide is largely due 
to its property, when used in sufficiently dilute solution, 
of dissolving gold rather than other soluble matters ; this 
selective action tends to prevent waste of the solvent. 
Even with cyanide, however, the amount of solvent 
required, compared with that corresponding chemically 
with the weight of gold to be dissolved, is colossal. 

Reflecting on the facts set forth in this preamble^ 
inventors have for years endeavoured to enhance the 
solvent powers of the solvent which they have selected 
by some electrolytic method. In many cases the methods 
suggested are quite empirical and indeed wholly use- 
less. Thus it has been proposed to use an ordinary 
process of amalgamation, and to make the mercury the 
cathode of an electrolytic cell. The most that could be 
expected of such a proceeding is that the surface of the 
mercury might be kept clean, and therefore in a better 
condition to dissolve gold ; the operation, if effective, is 
similar to the addition of a little sodium to the mercury, 
which is frequently practised, and tends to prevent tha 
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mercury " sickening," i.e. becoming coated and unfit to 
act as a solvent. There are obviously great difficulties 
in devising a workable electrolytic process for the extrac- 
tion of gold from its ores. Bearing in mind the fact 
that an ordinary paying gold ore may average 2 ounces 
per ton, i.e. 0-006 per cent., and that many paying ores 
are poorer than this, it is evident that it is useless to 
make the ore the anode in a suitable electrolyte (say a 
chloride) and hope to cause the gold to dissolve. Such a 
proceeding is impracticable, because no definite electrical 
connection can be made with the minute particles of 
gold, relatively very few and distributed through the 
whole mass of gangue. Thus the solvent action of the 
current cannot be centred on those particles which alone 
it is desired to dissolve. Therefore a practicable electro- 
lytic process must consist in leaching out the ore with a 
solvent, depositing the gold therefrom and revivifying 
the solvent, and returning the solvent to extract a fresh 
batch of ore. The solvent may be actually prepared 
electrolytically, or it may be an ordinary chemical 
bought ad hoc. 

ELECTROLYTIC GOLD RECOVERY 

It may be said at once that there is only one electro- 
lytic gold process in actual operation on a large scale, viz. 
the Siemens-Halske process. Even in this the extraction 
of the metal is accomplished by purely chemical means, 
a solution of potassium cyanide being used. It is the 
recovery of the metal from the solvent which is electro- 
lytic. There is no reason in the nature of things why a 
similar electrolytic recovery process should not be applied 
to the treatment of liquors obtained by the extraction of 
gold from its ores by means of chlorine ; the gold could be 
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deposited without doubt. Simpler methods of chemical 
precipitation, e.g. with ferrous sulphate or charcoal, are, 
however, generally preferable. 

The process of electrolytic recovery is specially appli- 
cable to the liquors from cyanide extraction for the 
following reason : By the electrolytic process recovery 
can be effected from very weak cyanide liquors which 
cannot be treated equally completely with zinc — ^the 
usual chemical precipitant ; such weak liquors are much 
more economical for extraction; thus electrolytic re- 
covery presents a considerable advantage. In short, it 
is the desirability of extracting gold ores with weak 
cyanide liquors and the necessity of devising some means 
for recovering the gold from these liquors which have 
led to the invention of tte Siemens-Halske process and 
its modifications. 

The Siemens-Halske process is carried out in a simple 
form of apparatus. The cyanide liquor which has been 
used for extracting gold from the ore, containing 0'06 
per cent, (or less) of potassium cyanide and about 6 to 6 
pennyweights of gold per ton, is electrolysed between 
iron anodes and sheet-lead cathodes. A low current 
density, e,g, 0*06 amperes per square foot, suffices, and 
even with this the current efficiency is extremely small. 
This is of little consequence, as the cost of the energy 
required is a mere trifle compared with the cost of the 
cyanide and labour in handling the ore. In fact the 
process is simply one for the cheap, efficient and con- 
venient recovery of gold from its dilute solutions in 
potassium cyanide, and must not be judged by standards 
applicable to ordinary methods of depositing metals elec- 
trolytically. The weak point in the process is the diffi- 
culty of providing satisfactory anodes. It appears that 
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in weak alkaline liquids carbon is attacked and dis- 
integrated ; platinum might serve, but its cost ia 
excessive. Iron is used, as mentioned above, and i» 
attacked to some extent. By the action of the cyanide 
it is dissolved and converted into double cyanides of iron^ 
i.e. Prussian blue. To prevent this from contaminating 
the electrolyte, the iron anodes are enclosed in linen bags ; 
the Prussian blue has a small commercial value. It may 
be reconverted into cyanide by treatment with alkali to- 
form ferrocyanide and fusion of this body with sodium 
to yield cyanide, if such a series of operations be found 
remunerative at the present low price of cyanide. 
Whether this recovery be practised or not, the iron goes, 
to waste and forms a tangible item of expense. Esti- 
mates of cost of working the process have been made and 
published. Their details are of importance in a work on 
gold extraction processes, but would be out of place here. 
It is sufficient to say that the cost of working the whole 
process of extraction and recovery is about 3*. per ton, 
out of which the cost of working the electrolytic part of 
the plant amounts to about 8d. The chief portion of thia 
8d. is expended in replacing the lead cathodes and iron 
anodes, the cost of power being a minor item. 
- It is well to make clear, and to repeat if necessary^ 
that the electrolytic recovery of gold is a mere auxiliary 
to the cyanide process of gold extraction — a very useful 
auxiliary, but still only a subsidiary part of the process. 
The great advantage of the electrolytic over other 
processes of recovery is, as has been said above, its ability 
to precipitate gold from solutions weak in cyanide, 
This allows extraction to be performed with much 
weaker solutions, e.g. 0'05 per cent, instead of 0-6 per 
cent., than can be ejBFectively employed when recovery 
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is performed by means of zino as the precipitant of 
the gold. 

Modifications of the Siemens-Halske process have been 
devised. Thus Andreoli uses anodes of lead peroxide and 
cathodes of iron. The lead peroxide is said to be on- 
attacked, and the iron cathodes are periodically stripped 
of their deposit of gold by immersing them in a bath of 
fused lead, the gold dissolving therein. The stripped 
plates are returned to the bath. When the lead is 
sufl&ciently enriched it is cupelled and the gold is 
recovered. 

A process of combined extraction and recovery of gold 
from its ores which presents certain features of interest is 
that known as the Haycraft process. In this the ore is 
placed in a cylindrical iron vessel filled with brine and 
provided with a vertical shaft carrying arms from which 
depend carbon anodes. At the bottom of the vessel is a 
layer of mercury which is made the cathode. The vessel 
is filled with a solution of common salt, which is heated 
and the ore is mixed therewith, the whole being kept 
stirred by the revolution of the agitator carrying the 
anodes. It is stated that the coarser particles of gold, 
which are susceptible of ready amalgamation and are 
not easily dissolved by chlorination, sink through the 
electrolyte, arrive at the mercury (which is kept clean 
and active by its being a cathode), and are then caught. 
The finer gold, and that which does not easily amalga- 
mate, is acted on by the chlorine liberated at the anodes 
and is dissolved as gold chloride. In course of time, as 
the liquid is kept agitated, this gold chloride reaches the 
cathode and is there decomposed, the gold being deposited 
in the mercury. "When once caught it cannot be re- 
dissolved by the chlorinated electrolyte because it forms 
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part of the cathode. Gradually, therefore, the ore is 
robbed of its gold, which is transferred to the mercury. 
The exhausted ore is run away together with the 
solution, is allowed to settle, and the solution is returned 
to be used with a fresh batch of ore. There is nothing 
in this process which is absurd or obviously impracticable, 
and yet it is doubtful whether it can be successfully 
worked. The wear of the anodes exposed both to the 
^attack of chlorine and to the abrading action of the ore 
would be apt to be considerable. Some loss of mercury 
due to the metal being mixed with the ore by the agita- 
tion intentionally performed, and carried away with the 
spent ore, might be expected. Even if these difficulties 
were found not to be serious, it is not clear that the 
process possesses any distinct advantage over an ordinary 
:amalgamation process, followed by chlorination or cyanide 
extraction of the tailings. 

Another process of combined extraction and recovery 
is that known as the Pelatan-Clerici. As far as published 
descriptions are intelligible, the process seems to be a 
kind of blend of an amalgamation process, a chlorinating 
tind a cyanide extraction method. Its merits do not 
appear to be commensurate with its complexity. 

THE ELECTROLYTIC REFINING OF GOLD 

Besides these processes for extracting gold, the electro- 
lytic refining of gold is practised to a limited extent. 
This term refining applies to gold already tolerably free 
from impurities, and does not refer to the electrolytic 
parting of gold from silver or its recovery of gold-silver- 
<5opper alloys, which will be dealt with anon. The 
method of refining gold containing platinum practised 
by the Nord Deutsche Affinerie of Hamburg is said to 
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consist in using the crude gold as anodes in a solution of 
gold chloride and receiving the deposited gold on cathodes 
made of thin sheets of the pure metal. It is evident that 
a process thus described would not be workable. In the 
first place, platinum or palladium contained in the anodes 
would dissolve as well as the gold in a bath of gold 
chloride. It might prove possible to prevent their de- 
position on the cathode by working with a low current 
density, but with a low current density the rate of re- 
fining would be low, and the weight of gold locked up in 
the baths would be so large that the expense of interest on 
the value of the metal would make the process too costly. 
Further, if the current density be increased in a neutral 
solution of auric chloride, chlorine is evolved at the 
anode without causing its equivalent attack. If, how- 
ever, HCl or an alkali chloride be present the dissolution 
of the anode proceeds regularly. Apparently a chloride 
of the form AuCl^H (from AuCl, and HCl) is a neces- 
sary constituent of the electrolyte, the ions of which may 
be regarded as AUCI4 and H. Applying this observation, 
it is found that, when an ample supply of hydrochloric 
acid is present in the electrolyte, a current density at 
the anode of 10 amperes per square dm. (about 90 am- 
peres per square foot) may be used without causing 
evolution of chlorine at the anode. The electrolyte 
should contain 26-30 grammes of gold per litre and the 
voltage should be kept low, e.g, 1 volt, to avoid the 
deposition of impurities dissolved from the anode. Under 
these conditions the gold is deposited in a crystalline 
adherent condition. As in ordinary metal refining by 
electrolysis, certain of the impurities dissolve and are not 
deposited on the cathode and certain others remain un- 
dissolved and constitute an anode sludge. The usual 
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impurities in gold of the class which is suitable for 
electrolytic refining are platinum, palladium, osmium 
and iridium (in the form of osmiridium), and silver. Of 
these the platinum is dissolved, but is not redeposited. 
It can, therefore, be allowed to accumulate in the electro- 
lyte until the liquid contains enough to give, with ammo- 
nium chloride, a precipitate of ammonium platino-chloride, 
(NHJjPtCle. Palladium is also dissolved, but is not 
precipitated by ammonium chloride. It can be recovered 
by precipitation with potassium iodide as the black 
palladous iodide Pdlg. Osmiridium remains undissolved 
and unattached in the anode sludge, and silver is con- 
verted into silver chloride, which is slightly soluble in 
the electrolyte, containing as this does both hydrochloric 
acid and auric chloride. The bulk of the silver chloride 
remains undissolved, but the small quantity in solution 
suffices to yield a little silver at the cathode, which is 
deposited together with the gold. The proportion is, 
however, quite small, so that the gold ultimately ob- 
tained is 999*8 fine. A certain amount of gold is left in 
the anode sludge. As the process of electrolysis goes on 
the bath becomes poorer in gold from the gradual re- 
placement thereof by the impurities, such as 'platinum 
and palladium, and fresh auric chloride has to be added 
to maintain a proper concentration of the electrolyte. 
It is found that the electrolysis does not proceed smoothly 
with the formation solely of auric chloride at the anode 
and the exact deposition of its gold at the cathode. 
Besides auric chloride, aureus chloride (AuCl) is formed at 
the anode. This in great measure breaks up at once 

thus : — 

3Aua=: AuCIs + 2Au. 

The gold is deposited at its place of origin, the anode, 
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and forms part of the anode sludge, as mentioned above. 
A part, however, of the aurous chloride escapes im- 
mediate decomposition and diffuses through the electro- 
lyte, ultimately arriving at the cathode, where it is 
decomposed and deposits its gold together with that 
from the auric chloride, which forms the chief constituent 
of the electrolyte. It would seem at first sight that it 
would be stdvantageous to form as much aurous chloride 
as possible, because a given current would deposit three 
times as much gold as it would if auric chloride were 
formed. The considerable decomposition of the aurous 
chloride which takes place and the consequent appear- 
ance of two-thirds of its gold in the anode sludge make 
the formation of the lower chloride undesirable. The 
use of a high current density is found to restrict the 
proportion of aurous chloride. 

THE PARTING OP GOLD AND SILVER 

Gold as obtained from its ores commonly contains a 
certain proportion of silver (from 10 to 50 per cent.). It 
may be separated therefrom by various methods of 
parting. One of the older processes is to fuse the gold- 
silver alloy with enough silver to lower the proportion of 
gold to 33 to 2B per cent, of the whole alloy. This alloy, 
being comparatively rich in silver, can be attacked 
satisfactorily by nitric acid, which dissolves the silver and 
leaves the gold untouched. A cheaper method is to part 
by boiling with sulphuric acid ; in this case the gold 
should not exceed one-sixth of the whole alloy to allow 
free and complete attack by the acid. The same method 
of parting is, of course, applicable to auriferous silver 
even poorer in gold. These older chemical methods have 
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now a formidable rival in the shape of an electrolytic 
process of parting. 

If an alloy of gold and silver containing two or three 
times as much silver as gold is made the anode in an 
electrolyte of nitric acid, the silver will be dissolved and 
the gold left as a residual sludge at the anode. The 
method is equivalent to parting with nitric acid, but has 
this stdvantage, viz. that the nitric acid is not consumed. 
By the ordinary chemical method, not only is nitric acid 
used (permanently) to form silver nitrate, but also 
another portion of nitric acid is reduced in the course 
of the dissolution of the silver, thus: — 

4Ag + GHNOa = 4AgN03 + N,0j, + 3H,0. 

In this case two molecules of nitric acid over and above 
those necessary to form silver nitrate are needed for 
every four atoms of silver. In electrolytic parting 
nothing of the kind occurs. The nitric acid is only a 
convenient medium serving to dissolve the silver at the 
anode and to provide silver nitrate to be decomposed at 
the cathode where the silver is deposited. If the elec- 
trolysis is properly conducted, and the solution kept 
rich enough in silver so that hydrogen is not evolved 
at the cathode, no reduction and loss of nitric acid can 
occur. The economy which results is sufficient to cover 
the cost of power and plant, and incidentally reinstates 
nitric acid as a parting menstruum preferable to sul- 
phuric acid, which had displaced it. 

Application of this idea has been made by Moebius, 
whose system is used by the Deutsche Gold- und Silber- 
Scheideanstalt vorm. H. Eossler at Frankfort-on-Main. 
The Moebius apparatus consists of a set of wooden tanks 
containing cast anodes of the silver-gold alloy about 
J. to f inch in thickness and thin sheet silver cathodes. 
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The anodes are enclosed in bags of filter cloth stretched 
on a wooden frame, the object of this arrangement being 
to retain the finely divided gold which separates as 
sludge, and to prevent it from mingling with the silver 
collected at the cathode. The cathodes are placed between 
the prongs of a wooden fork, which can be passed over 
their surface from end to end ; the arrangement is shown 
in the figures. 

is the cathode of thin sheet silver attached to a 





Fig. 19. 



iFio. 20. 



stout copper rod d, which serves as its electrical con- 
nection. E is the wooden fork made of a couple of laths 
connected by a cross-piece, and carried by a roller f, 
running on the wooden rail h. The fork, one prong of 
which is on each side of the silver sheet, can thus be 
passed from one side of the vat to the other, clearing off 
in its passage any loose silver crystals which may be 
adhering to the cathode. 

The silver crystals thus swept off fall into trays at 
the bottom of the vat. These trays are wooden frames 
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covered with filter cloth, so that, when lifted from the 
vats, they retain the silver crystals and let the electro- 
lyte run through. By these devices all risk of short- 
circuiting by the growth of silver crystals from cathode 
to anode is avoided ; all chance of contamination of the 
silver with the anode sludge is also removed, and the 
recovery of the silver in a form easy to wash and melt 
into ingot form is accomplished. 

The vats used are 12 feet x 2 feet, and 
are divided into seven compartments, 
each constituting a cell in which are 
three anodes and four cathodes. The 
anodes are not cast in a continuous sheet 
extending from one side of the cell to 
the other, but are composed of strips 
placed in the manner shown in plan in 
the drawing. 

The anodes a are suspended on arms 
resting on the conductors d, d, the whole 
contrivance being enveloped in a bag of 
filter cloth as aforesaid. Fairly narrow 
strips of metal serving as anodes are 
advantageous, because the inevitable ir- 
regular dissolution of the metal compos- 
ing the anode would be apt to break 
large fragments off a wide plate, 
whereas from a narrow plate pieces relatively small 
would be separated. Therefore the consumption of the 
anode material, and consequent purity of the anode 
sludge, will be greater with small anode elements than 
with large. The electrolyte used is dilute nitric acid, 
which soon becomes silver nitrate. It is advisable to 
keep the solution acid with nitric acid, so as to avoid 
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the deposition of copper (occurring as an impurity in 
the silver-gold alloy constituting the anodes) with the 
silver at the cathodes. This may be done by making 
the current density greater at the anodes than at 
the cathodes, or by regulated addition of nitric acid. 
In either case a certain amount of nitric acid will be 
used up in the production of cupric nitrate, but the 
loss is infinitesimal compared with the consumption 
which occurs when " parting " with nitric acid is prac- 
tised. In the section on the refining of copper it has 
been pointed out that the turnover of metal should be 
as large as possible compared with the stock of metal 
held, to minimise the interest which must be reckoned 
on the capital thus locked up. With precious metals 
this necessity becomes acute. Therefore as high a 
current density as possible must be employed. In prac- 
tice a current density as great as 28 amperes per square 
foot is used, but is diminished as the proportion of 
copper to silver in the electrolyte increases. It is 
obvious that any waste of current caused by the use of 
a high current density is more than counterbalanced by 
the reduction of interest charge. The purity of the 
gold left as an anode sludge is not necessarily perfect* 
The following analyses indicate the nature and amount 
of the impurities: — 

Per omit. Per cent. Per cent. 

Gold .... 99-964 99947 99*965 

Lead .... 0-036 0-043 0090 

Bismuth . • . 0010 0*010 0015 



100000 100-000 100-000 

If the electrolysis has been carefully conducted, the 
proportion of nitric acid maintained, and the current 
density diminished as the content of the electrolyte in 
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copper increased, the deposited silver will be sensibly 
pure. The silver and copper can be ultimately recovered 
from the electrolyte when it has become so loaded with 
copper as to be no longer fit for use by ordinary chemi- 
cal means. Thus the silver may be precipitated by 
copper plates or as chloride, and the copper in a crude 
form by iron. This process of recovery, however, will 
not need to be put into use until a large amount of 
silver-gold alloy has been worked up, unless, indeed, the 
alloy is unusually rich in copper, and therefore the waste 
of electrolyte will be relatively small. 

The Moebius apparatus has been modified in the 
following way. ^ The electrodes are arranged horizon- 




Fia. 22. 

tally, the anode being separated from the cathode by a 
porous diaphragm. The cathode is a thin sheet of silver 
travelling over rollers, as shown in the figure. It de- 
posits its silver on another travelling band, from which 
it is scraped at a point outside the vat. This arrange- 
ment does away with the necessity for taking out at 
periodical intervals the trays containing the silver 
crystals. The general scheme of the apparatus is shown 
in the figure. 

The anodes A are suspended in frames covered with 
filter cloth immediately above the travelling cathode c, 
which runs on rollers d, d. At the right-hand end of its 
course the cathode brushes against the travelling belt e, 
running in the opposite direction. On this the loose 
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silver is deposited, and by it is conveyed outside the 
electrolytic tank, and is swept off by the scraper p into 
any suitable receptacle. One sees again here the care 
taken to build up the anode of small units so as to 
prevent the wasteful breaking up which would occur 
with a large plate. This point has already been dealt 
with (see above). 

THE ELECTROLYTIC EEFININO OF SILVER 

The method and apparatus above described are adapted 
to the refining of auriferous silver as well as to the part- 
ing of gold from silver. It stands, in fact, in a position 
similar to that of the ordinary electrolytic process for 
refining copper (q.v.), in that the residue of gold left as an 
anode sludge goes a great way towards paying the cost of 
the refining operation. So here the recovery of a little 
gold will be profitable, even though much silver has to be 
transferred from anode to cathode in order to win it. A 
case of the kind is afforded by the plant of the Pennsyl- 
vanian Lead Company at Pittsburg, which is used for 
refining silver obtained in the usual routine of refining 
lead. The crude silver contains about 2 per cent, of 
impurities, e.g, lead, bismuth, and copper. The plant is 
of the older type, with fixed cathodes and travelling 
scrapers; A current density of 18 amperes per square 
foot is used, and an output of 88 ounces of silver per h.p. 
hour is obtained ; the pressure required is abQjjt 1*2 volts. 
The plant consists of fourteen tanks, each divided into 
seven cells, i.e. in all 98 units. Of these about 84 are 
usually running, a certain number having to be left 
standing for cleaning and repairs. The gross capacity 
of the plant is 40,(XX) ounces of silver per day of 24 
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hours, and the actual output is about 33,000 ounces. 
The tanks are of wood, 10 x 2 feet x 22 inches deep, each 
cell being 2 feet long (across the tank) and 1 foot B 
inches wide. 

There are four cathodes and three anodes in each cell. 
The cathodes are 22 x 13 inches and are of thin sheet 
silver. The anodes are 18 x 10 inches and about J inch 
thick. It is found that such stout anodes (each weigh- 
ing 13-15 kilos) are, on the whole, less advantageous 
than are anodes about one-tenth this thickness, such 
as are used at Frankfort. The importance of the elec- 
trolytic refining of silver may be gathered from the 
fact that in 1895 the output in the United States was 
10,000,000 ounces, or about one-seventh of the whole. 
An installation of the newer form of the Moebius pro- 
cess (see above) has been adopted by the Guggenheim 
Smelting Company, Perth Amboy, New Jersey. In this 
there are 48 tanks each 14 feet 3 inches x 16 inches wide 
X 7 inches deep. The material refined is similar to that 
used by the Pennsylvanian Lead Company, viz. silver 
containing 98 per cent, of Ag and 0-3-O-8 per cent, of 
gold, the balance being casual impurities. The electro- 
lyte is a solution containing 0*1 per cent, of free nitric 
acid, 4-B per cent, of Cu, and about 1 per cent, of silver. 
It may be assumed that the presence of the copper is 
inevitable but not essential, inasmuch as this metal 
would naturally dissolve from an impure anode, and could 
have no sensible influence on the course of electrolysis 
until its quantity became suflBlcient to cause it to be 
precipitated with the silver. A certain amount of nitric 
acid is used up, mostly for the dissolution of the copper 
and partly probably by reduction at the cathode. The 
quantity thus consumed is IJ pounds per 1,000 ounces 
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of silver treated — an almost negligible loss. The anodes 
are comparatively small units, viz. IB x Sj. x ^ inches, 
and are in separate frames, as shown in the figure above. 
The silver belt constituting the cathode is 31 feet long 
and IB inches in width. Its upper side is smeared with 
graphite to prevent too close an adherence of the de- 
posited silver, so that the metal may be readily removed 
by the scrapers. These were first of hard rubber, but 
are now *' rush- wood brushes." A current of 220 amperes 
at 90 volts suffices for the treatment of 24,000 ounces of 
silver per 24 hours. Each tank needs a pressure of 
li-2 volts. The cost of the process is reckoned at -j^^. 
per ounce of silver refined, and the capital expenditure 
for a plant capable of dealing with 30,000 ounces of 
silver per 24 hours at £1,200. It is interesting to note 
that the silver which is almost pure is melted down with 
a little scrap copper, because English buyers decline to 
recognise a higher approximation to purity than 998 
fine. This little incident neatly illustrates the intense 
conservatism of the metal trades in this country, a trait 
familiar to all who have daily dealings therewith. 

There is little to be said concerning the electrolytic 
treatment of silver other than what has been given in 
the foregoing descriptions. The usual wet methods of 
silver extraction from the ore, by which the silver is 
converted into chloride and leached out by means of 
brine or sodium hyposulphite, might well be found to 
lend themselves to an electrolytic recovery process. At 
present the silver is precipitated as metal, by bringing 
its solution into contact with copper, or as silver sulphide. 
No attempt seems to have been made to precipitate it 
electrolytically. 

The alloy of zinc and silver obtained in the ESssler 
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modification of the Parkes process may be separated into 
its constituent metals by electrolysis in a solution of zinc 
sulphate, the zinc being deposited and the silver remain- 
ing as an anode sludge. This process is strictly analogous 
to the refining of argentiferous copper in a sulphate 
solution. 

EEFININa OF GOLD, SILVER, AND COPPER 
ALLOYS 

It will be understood from what has already been 
said that the principle of separating copper, silver, and 
gold by the selective action of the current in a nitric 
acid bath can be applied generally to alloys having a 
large range of composition, provided the proportion of 
gold is moderate. With an alloy rich in gold, difficulty 
is encountered because of the imperfect solubility of the 
anode and its irregular consumption. Various inventors, 
notably Borchers and Dietzel, have devised apparatus in 
which the alloy is granulated and is caused to move 
relatively to the electrolyte, so that the anode sludge 
may be separated as it is formed. By these means it is 
hoped to overcome the obstacles mentioned above, but 
the processes in question do not appear to have been 
taken into commercial use. It is probably preferable so 
to dilute the refractory alloy, by fusing it with copper 
or silver as may be necessary, so that it may be regarded 
as an auriferous copper or a^ auriferous silver, and may 
be refined accordingly by electrolysis in a sulphuric acid 
or nitric acid bath. The difficulties inseparable from the 
treatment of metal in a granulated state and used as an 
anode will thus be avoided. Dietzel has worked out a 
process, which has now been in use for some years by the 
AUgemeine Gold- und Silber- Scheideanstalt at Pforzheim, 
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wHcli consists in dissolving the gold, silver and copper 
alloy (about 6 per cent. Au, 35 per cent. Ag, and 50 per 
cent. Cu), as anodes in an electrolyte containing free nitric 
acid, prepared by the passage of a stream of copper nitrate 
over the cathodes in the same cell. The silver thus dis- 
solved is precipitated chemically by the action of copper 
scrap in an adjacent vessel, and the regenerated copper 
nitrate is returned to the electrolytic apparatus. A cur- 
rent density of about 15 amperes per square foot is used, 
and a pressure of 2'5 — 3-0 volts. For the success of this 
process, it is evidently necessary to arrange el flow of 
copper nitrate solution over the cathode, sufficiently 
copious to prevent the diffusion of silver nitrate from the 
dissolution of the anode back to the cathode, where a 
portion of the silver would be deposited together with 
the copper. 
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Within the last few years the refining of nickel by- 
electrolytic means has become commercially practicable. 
The electrolytic winning of the metal from its ores is not 
yet accomplished. The metallurgy of nickel is com- 
plicated and difficult, and the ordinary processes of 
obtaining it are comparatively expensive. Thus there 
is a field for its direct electrolytic production, but this 
field has not been cultivated vigorously and successfully. 
Regarded metallurgically, nickel stands between cop- 
per and iron, presenting similarities to both. It is like 
copper in the comparative stability of its sulphide, and 
like iron in the relative difficulty of its reduction from 
oxide, in the high fusing-point of the metal when 
reduced, and in its tendency to unite with carbon and 
silicon, giving a crude metal analogous to cast iron. 
Nickel, whether obtained as a crude cast metal or from 
a matte of copper sulphide and nickel sulphide or from 
an arsenical matte, i.e. a speiss, is invariably impure, as 
is shown by the following analyses: — 

Per cent. • Per eent. 

Nickel 98-39 9868* 

Copper — 0-76 

Iron ....... 0-10 0-30 

Carbon I'lO — 

Silicon 0-13 019 

Sulphur 0-26 007 



99-98 100-00 

* In these analyses the figure for nickel probably includes the 
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Such crude nickel may be conveniently refined elec- 
trolytically. On the other hand, alloys of nickel and 
copper containing approximately equal parts of the two 
metals, produced relatively easily by dead-roasting sul- 
phide mattes of nickel and copper and reducing the 
mixed oxides, are not readily refined electrolytically. 
The refining of such mixtures would be best attempted 
by dissolving the mixed oxides in sulphuric acid, pre- 
cipitating the copper electrolytically in acid solution, 
neutralising and depositing the nickel in similar manner. 
But in both cases the process is one of electrolytic reduc- 
tion, and not merely of transferring the metal as such 
from anode to cathode; the energy required and the 
consequent cost would therefore be high even were there 
no technical difficulties, which is not to be lightly 
asserted. 

No complete and authoritative account of the processes 
of nickel refining as carried out in the United States 
and in this country has been published. Thus it appears 
that nickel, not as mere plating but in thick sheets, is 
being deposited by Messrs. Thomas Bolton & Sons at 
Cheadle, and that a similar operation is accomplished by 
the Balbach Smelting and Refining Company in New 
Jersey, but in both cases details of the process are not 
forthcoming. Processes have been devised by Hoepfner, 
Rickets^ and others, but have not been brought into use 
and exhibit no idea sufficiently novel or illustrative to 
warrant their description. But, although there is a 
dearth of positive and detailed information concerning 
plants actually at work, there exists a considerable store 
of knowledge relating to the conditions necessary for the 

percentage of cobalt which is present in most nickel ores, the only 
notable exception being the silicate ores of New Caledonia. 
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successful electro-deposition of nickel, from which can be 
deduced the chief precautions which must be observed in 
working on a manufacturing scale. 

Before this matter is dealt with it may be said that 
there is no difSculty in depositing nickel (using nickel 
anodes) in thin films, as in plating. The art of nickel 
plating (q.v.) is thoroughly well understood, and a good 
and adherent coating of nickel can be obtained if 
proper care is exercised ; bad nickel plating is common, 
but it need not be. But in refining nickel the metal 
must be deposited in sheets of reasonable thickness, e.g. 
i to ^ inch. "When it is attempted to continue the 
deposition of nickel in an ordinary plating bath, so as to 
produce not a mere film but a stout sheet, it is found 
that as soon as a very small thickness is exceeded the 
metal detaches itself from the cathode and curls up in 
thin flakes. These are too thin to collect and melt to an 
ingot with economy and ease, and thus it is impracti- 
cable to work a nickel-refining plant by simply continu- 
ing the operations of the plater. These difficulties are 
•evident even in the most careful work, as the following 
paragraphs will show. 

Pure electro-deposited nickel was prepared by Bischof 
and Thiemann, as the material to be used by Winkler in 
his determination of the atomic weight of the metal. In 
similar manner they deposited cobalt destined for the 
like purpose. 

For the deposition of nickel the purest procurable nickel 
sulphate was used as the raw material. 200 c.c. of a 
solution of this salt, containing 32-84 grammes of Ni per 
litre, was mixed with 30 grammes of ammonium sul- 
phate, BO grammes of ammonia of specific gravity 0*905, 
and 250 c.c. of water. This solution of the double sul- 
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phate of nickel and ammonium, containing excess of 
ammonium sulphate and of ammonia, was electrolysed 
with a current density of 0*5 ampere per square deci- 
metre and a pressure of 2'8 volts. An insoluble anode 
(of platinum) was used and the deposited nickel was 
received on a nickel cathode, platinum not being used 
for this electrode because of the diflSculty frequently 
experienced in detaching deposited nickel from a 
platinum surface. When the nickel had attained a 
certain thickness it separated spontaneously from the 
cathode and curled up in thin leaves precisely as it is 
observed to do in ordinary plating, where the materials 
are not perfectly pure and the same scrupulous care in 
manipulation is not aimed at. The product was white, 
lustrous, and free from any discoloration such as might 
be produced by local oxidation ; on heating the metal in 
hydrogen its weight was unaltered, proving the absence 
of oxide- 

A similar experiment on the preparation of pure cobalt 
was made. A solution of the sulphate was prepared con- 
taining 11-64 grammes of Co per litre. 100 c.c. of this 
solution was mixed with 30 grammes of ammonium sul- 
phate, 30 grammes of ammonia of specific gravity 0*906, 
and BOO c.c. of water. This solution was electrolysed 
with a current density of 0*6 ampere per square deci- 
metre and a pressure of 3 volts. The cathode was of 
platinum, and the cobalt formed on it a coherent and 
fairly stout sheet, which was bright on the side in con- 
tact with the platinum and had a grey matte surface on 
the other. The cobalt when ignited in hydrogen lost 
0*23 per cent, of its weight, corresponding with a content 
of 0-B5 per cent, of the hydrated oxide CogOs 2 HjO. A 
second experiment gave similar results, save that the 
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deposited cobalt was received on a nickel cathode (instead 
of one of platinum) and stripped spontaneously from it 
precisely as did the nickel in the former trial. 

It may be noted as a point of interest that these two 
metals, which may be accepted as sensibly pure speci- 
mens of nickel and cobalt respectively, differed slightly 
but distinctly in colour, the nickel having a slight 
yellowish tint, while the cobalt was of a bluish-white 
tone. 

Another exact and important study of the electrolytic 
deposition of nickel, which has moreover a direct bearing 
on the manufacturing employment of such a process, has 
been made by Dr. F. Poerster. From his researches it 
appears that nickel can be deposited in thick coherent 
plates if the electrolyte be kept at a temperature between 
BO® C. and 90° C. The electrolyte used was a solution 
containing 145 grammes per litre of commercial nickel 
sulphate, corresponding with 30 grammes per litre of 
metallic nickel. The level of the liquid and its concen- 
tration were maintained constant throughout the experi- 
ment, and the electrolyte was kept well mixed and 
agitated. A stout nickel plate was used as the anode ; it 
was enclosed in parchment paper to retain the anode 
sludge. The cathode was a thin nickel plate from which 
the deposited metal could readily be detached. The pre- 
liminary experiments were made with electrodes having 
an effective surface of 80-100 square cm., and the ex- 
periment was continued until 26-40 grammes of nickel 
had been deposited. It was found that with a cur- 
rent density of O'B— 2*5 amperes per square decimetre 
and at a temperature of B0° C. — 90° C. good coherent 
deposits, bright grey or tin white in colour, were 
obtained. The higher the current density, the brighter 
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and smootlier was the deposit. Thus with O'B ampere per 
square decimetre, and using a solution containing 100 
grammes of Ni per litre, kept at a temperature of 80® C, 
the deposit had a rough surface and was dull grey in 
colour ; with a current density of 2-2*5 amperes per 
square decimetre the deposit was silver white and could 
be obtained in plates O'B-l millimetre in thickness. 
Frequently it was noticed that the deposit exhibited 
certain rugosities, produced by the circumstance that a 
stream of hydrogen had been given off for some time at 
particular spots, and thus had caused a local irregu- 
larity in the current density. This trouble could be 
avoided by stirring the electrolyte so that the evolution 
of hydrogen did not persist at any given point for an 
appreciable time. A larger scale experiment was made 
under similar conditions, and as much as OB kilo of 
electrolytic nickel was prepared. In this case the 
cathode had an area of 2 square decimetres; the elec- 
trolyte contained 100 grammes of Ni per litre and was 
kept at 60° C. The current density employed was 1*5-2 
amperes per square decimetre. 

The nickel deposited was particularly tough ; the 
thickness of deposit is not stated, but from the weight 
given and the area of the cathode it can be calculated as 
slightly smaller than 3 mm., say J inch. A plate of 
such thickness could be melted down without serious 
loss, though for manufacturing purposes an even more 
substantial deposit is desirable. Nevertheless the achieve- 
ment of Dr. Foerster is remarkable, and may well embody 
the only secret worth guarding in the electrolytic refin- 
ing of nickel as now practised with much mystery in 
this country and elsewhere. Armed with this knowledge, 
an enterprising manufacturer should have no great diffi- 

124 



NICKEL 

cnlty in refining nickel electrolytically with commercial 
success. 

An important piece of collateral evidence supports the 
belief that the electrolytic nickel now available as a 
marketable commodity is prepared by processes substan- 
tially identical with that set forth above. Dr. Foerster 
found that iron and cobalt, the characteristic impurities 
of commercial electrolytic nickel, were also present in his 
own product. The study of the degree of purification 
effected by the electrolytic refining of nickel is particu- 
larly instructive, and should suffice to dispose of, once for 
' all, the ridiculous belief that a metal prepared by elec- 
trolysis is necessarily and ipso facto of unusual purity. 
The anodes used by Dr. Foerster had the following com- 
position : — 

Per cent. 

C 0-40 

Si 002 

Cu 0-10 

Fe 0-43 

Co 0-14 

Mn 002 

Nickel (by difference) 9889 



100-00 



Of these all but the iron and cobalt were absent from 
the electro-deposited nickel, which contained as impuri- 
ties 0-3 per cent, of iron and from 0*1 to 0*3 per cent, of 
cobalt. How considerable is the tendency for iron and 
cobalt to be deposited together with nickel is shown by 
the fact that an electrolyte containing 0*087 gramme of 
iron and 0*82 gramme of cobalt per 100 grammes of 
nickel contained, after it had been used for refining, 0*034 
gramme of iron and 0064 gramme of cobalt, being thus 
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actually impoverished in these impurities, which were 
deposited in the first 100 grammes of nickel thrown down 
on the cathode, the metal containing as much as 0*38 per 
cent, of iron and 1-6 per cent, of cobalt. On continuing 
the electrolysis a further deposit of 400 grammes of 
nickel was obtained, containing 0*20 per cent, of iron 
and 0-B7 per cent, of cobalt, these figures corresponding 
closely with those for the anode used in this particular 
experiment, viz. 0*27 per cent, of iron and 0*60 per cent, 
of cobalt. Of these two impurities the iron alone is 
objectionable for most purposes. Both it and cobalt can 
be eliminated by adding to the electrolyte an organic 
acid, such as tartaric acid, and electrolysing with a low 
current density (O'3-l ampere per square decimetre), 
whereby the iron is deposited, the nickel remaining in 
solution. On increasing the current density above 1 
ampere per square decimetre the nickel is deposited. 
Such a method, although it might be employed to purify 
an electrolyte periodically, could not well be used for the 
continuous refining of nickel, i.e. the transference of the 
metal from an anode of the crude material to a cathode 
whereon it was to be deposited pure. 

When a solution of nickel chloride was used instead of 
the sulphate, the results were less favourable, the de- 
posit stripping at the ordinary temperature and a basic 
salt being deposited on the cathode when the electrolyte 
was used hot. A better eflfect was obtained by using a 
solution containing about 2*5 grammes of free hydrochloric 
acid per litre. Another trouble when using the chloride 
solution is that the envelope of parchment paper round 
the anode is quickly attacked ; it is better to dispense 
with this diaphragm and to trust to the natural ten- 
dency of the residue of the anode to stick together, 
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which it does fairly well if not disturbed by the stirriug 
of the solution. Regarding the attack of the envelope 
round the anode an interesting observation was made. 
When the parchment paper was replaced by linen, so 
much organic matter went into solution that the elec- 
trolyte had a caramel-like smell, and yielded metal con- 
taining 0-6 per cent, of C, and of dark colour, brittle, and 
tending to curl off the cathode. When once the electro- 
lyte was thus spoiled it continued to yield bad deposits, 
even after the organic envelope had been removed, and 
had eventually to be thrown away. 

The successful attempt recorded above to deposit 
nickel in plates of fair thickness from solutions of its 
sulphate when a nickel anode was used and the process 
was therefore one of refining and not of winning, 
prompts the belief that it may be practicable to deposit 
nickel similarly from a sulphate solution, using an in- 
soluble anode. Should this be feasible, nickel could be 
extracted by leaching out a roasted matte containing 
nickel sulphate, and, after removal of impurities likely 
to be deposited together with the nickel, electrolysing 
this sulphate solution with carbon anodes and thin sheet 
nickel cathodes. Experiments made with a solution of 
nickel chloride gave unsatisfactory results, because the 
carbon anodes gradually dissolved and contaminated the 
electrolyte so considerably that the deposited nickel soon 
became grey and brittle. On account of this action, and 
because of the chlorine finding its way to the cathode 
to some extent, the output was not more than 70 per 
cent, of that calculated from the current. A sulphate 
solution was not tried, but it is probable, from the known 
behaviour of carbon anodes in sulphuric acid, that an 
equally serious attack and consequent dissolution of 
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carbonaceous matter would occur. Anodes of lead per- 
oxide would possibly serve, but have not yet been tried. 
It is of course evident that, as in the electrolysis of a 
solution of nickel salt with an insoluble anode energy 
must be supplied, not for the mere transport of the nickel 
but for its reduction to metal, the expenditure of elec- 
trical energy per unit weight of nickel deposited will 
be greater than that necessary simply for its refining. 
This question has been discussed fully with regard to 
copper (p. 67), and need not be recapitulated here. It 
may be noted in passing that in this industry, as in 
other electrolytic manufactures, carbon electrodes of 
high quality are much needed ; those at present made 
are generally inferior *to good retort carbon. 



COMMERCIAL ELECTROLYTIC NICKEL 

In 1896 the Balbach Smelting and Refining Company, 
of Newark, New Jersey, began working up crude nickel 
bought from the Orford Copper Company, which is 
engaged in smelting the nickel ore from Sudbury, On- 
tario. The composition of the crude nickel and that of 
three samples of the electrolytically refined metal are 
given below. 

CEUDE NICKEL. 

Per cent. 

Ni 9500 

Cu 0-56 

Fo 0-75 

Si 0-25 

C 0-45 

S 300 

100-00 
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NICKEL 
REFINED. 





I. 


II. 


in. 




Per cent. 


Per cent. 


Per cent. 


Ni . . . 


99-48 


99-17 


99-20 


Cu . . . 


010 


Trace 


0-14 


Fe . . . 


0-48 


0-66 


0-58 


s . . . 


029 


0-08 


0O8 




100-36 


99-8G 


99-95 



The content of cobalt (which was probably present) 
is not given. The presence of iron in considerable 
quantity recalls the fact that Dr. Foerster found that 
metal to be retained persistently when crude nickel 
containing iron is refined electrolytically. The process 
used is kept secret. It may be either electrolysis in 
sulphate solution, renewed as the impurities (notably 
iron) accumulate, or, as suggested by Titus Ulke, & 
cyanide method. In this case iron and cobalt would 
tend to form complex stable cyanides, while nickel would 
form ordinary double cyanides readily decomposed on 
electrolysis. Against this idea must be set the fact that 
a cyanide bath is never used in nickel plating, and it is 
doubtful whether a satisfactory deposit can be obtained 
therefrom. A sample of electrolytic nickel, made by 
Messrs. G-ustav Menne & Co., of Siegen, G-ermany, was 
found to contain 0*12 per cent, of lead, an impurity due 
- to the fact that it had been prepared by the electrolysis 
of a solution leached from a complex matte and not 
from a crude nickel free from such extremely alien 
impurities. In quality it was inferior to the American 
product. 

A plant has been put down by the Canadian Copper 
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Company, of Cleveland, Ohio, to refine bessemerised 
matte of the composition: — 

Percent. 

Ni 40-0 

Cu 43-4 

Fe a3 

S 13-8 

97-6 

This matte also contains precious metals, viz. : Ag, 
0-0218 per cent. ; Au, 0-0003 to 0-0006 per cent. ; and Pb, 
0-00166 per cent. The method proposed is as follows : 
The matte may be used as such, or may be worked up 
to a copper-nickel alloy. It may be remarked that, 
having regard to general experience in the use of matte 
anodes, successful refining of a matte with even rela- 
tively little sulphur is unlikely. It may be assumed, 
therefore, that an alloy of about 60 per cent, copper and 
60 per cent, nickel would be the raw material. This is 
cast into anodes and electrolysed in a bath of copper 
sulphate acid with sulphuric acid. The electrolyte is 
kept at a temperature of 30® C. = 86® F., and is well cir- 
culated throughout the process. A current density of 
2*2 amperes per square decimetre is used at the begin- 
ning of the operation, and is dropped to 0-8 ampere 
towards the finish. Copper is dissolved and redeposited, 
while nickel and a little iron remain in solution. As 
the electrolysis proceeds and the anodes are used up, the 
electrolyte gets poorer in copper, and on this account the 
diminution of current density becomes necessary. When 
the bulk of the copper is deposited nickel tends to be 
thrown down, (if the voltage is high enough). The 
rest of the copper can be recovered, and the electrolyte 
thus freed from copper by electrolysing 'with a small 
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voltage and low cnrrent density, using an anode of 
nickel unalloyed with copper ; but in practice it is 
cheaper to precipitate the copper with sulphuretted 
hydrogen. The solution then contains nickel together 
with a little iron as sulphates, and can be electrolysed 
with insoluble anodes to recover nickel. It is to be 
noticed that the published account, as is usually the 
case, stops short just at the interesting part. The point 
is, how best may nickel be deposited from a sulphate 
solution, using an insoluble anode ? The answer is not 
forthcoming from the description made public. 
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No cobalt is prepared electrolytically on a commercial 
scale. The foregoing pages contain references to such 
experiments on its deposition as are likely to be of value 
if its electrolytic preparation should need to be under- 
taken. There is no immediate prospect of any require- 
ment of this kind, because metallic nickel is for most 
purposes as well suited as cobalt and is greatly cheaper. 
With the present relative abundance of the two metals 
the use of cobalt is almost wholly confined to those pur- 
poses, e,g. the preparation of smalt and of glazes, in 
which the unrivalled blue of its silicate is turned to 
account. The only case in which the metal itself is 
preferable to nickel is in plating (g.t?.), the cobalt be- 
ing stated, with some authority, to give a better coat- 
ing than does nickel. 
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Almost the sole source of tin is the native oxide SnO,. 
This body is relatively heavy, and can be separated from 
the ores containing it by mechanical processes of concen- 
tration. The reduction of the oxide thus separated from 
the gangue can be eflfected without difficulty by means 
of carbon. The resulting tin can also be refined to a 
degree of purity sufficient for most purposes by ordinary 
dry methods. Thus it comes about that there is little 
prospect of superseding the existing method of winning 
tin by any electrolytic process. In the first place, stannic 
oxide is insoluble in any agent that could be used for leach- 
ing the ore. Thus mechanical concentration is inevitable. 
Given the concentrated ore, its reduction to tin by carbon 
is by far the simplest method of dealing with it. The 
only stage of the process in which electrolytic means 
might be usefully employed is in refining the crude tin. 
No serious attempt to do so appears to have been made, 
although there is reason to experiment in this direction, 
because commercial tin is often comparatively impure 
(containing 0*6-1 per cent, of foreign metals), and be- 
cause in the manufacture of certain of the alloys of tin 
(notably gun metal) a pure metal would be distinctly 
preferable to one containing miscellaneous alien sub- 
stances. Nevertheless, as a matter of fact, electrolytic- 
ally refined tin has no industrial existence. 

The case is somewhat different with scrap tin plate. 
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Articles such as household utensils^ cans and boxes for 
preserved goods and the like are usually made of what is 
known colloquially as " tin," by which is meant tinned 
iron. The manufacture of tin plate, i.e, sheets of iron 
coated with tin, consumes the major part of the world's 
output of tin. The metal is applied in as thin a film 
as possible, because it is relatively expensive, but the 
aggregate quantity thus used is very large. It has long 
been an object with inventors to devise a means whereby 
the tin from used tin plate may be recovered. The ad- 
vantages to be derived from an efficient process of recovery 
are palpable. The used tin plate (as " tins " and the like) 
is a waste product ; the tin to be recovered (amounting to 
about 6 per cent, of the weight of tin plate) has a fairly 
high price, e.g, £60-£80 per ton ;* and the iron stripped of 
tin has a certain market value. The value of the iron is 
smaller now than heretofore, because ordinary tin plate 
is made from ingot iron (" mild steel "), whereas puddled 
iron of good quality was formerly used. In spite of this 
the scrap clean and free from tin would be saleable. If 
imperfectly stripped and retaining some tin its value 
would be smaller, because of the possible incorporation 
of this tin with the iron (to its detriment) on melting 
the latter. 

In practice the prospect of remunerative treatment of 
tin scrap is less bright than would appear from this 
statement of fact. In the first place, the raw material 
(old " tins ") is hardly worth special collection, and 
must usually be retrieved from dust bins and rubbish 
heaps. The supply is apt to be uncertain. Their re- 
covery is therefore somewhat expensive. Next, the 

* The fluctuations in the price of tin are large, owing chiefly to 
speculative manipulations of the market 
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recovered tins are covered with miscellaneoTis dirt, and 
have to be completely cleaned before treatment. Thirdly,, 
they are bulky and troublesome to handle. Fourthly, 
they are extremely inconvenient to strip electrolytically. 
Thus it has come about that most of the methods which 
have attained even a qualified success have been con- 
cerned with the treatment of the scrap, consisting of 
the cuttings from new tin plate left as a waste material 
from the manufacture of vessels for tinned goods. These 
are clean and of such a shape as to be capable of being- 
packed in a space which is not excessive, and as they are^ 
a factory bye-product, and do not need collection, on& 
cause of expense disappears. 

Various methods have been proposed for treating tin 
scrap. The scrap may be made the anode in an electro- 
lyte of dilute sulphuric acid, and the tin may be received 
on lead or copper cathodes. Unfortunately, the tin dis- 
solves less readily than the iron, and as soon as the latter 
is exposed its dissolution proceeds rapidly, and the bath 
becomes full of ferrous sulphate, which is of low com- 
mercial value. The exposure of the iron also tends to- 
protect the remaining tin, and the iron scrap is left im- 
perfectly stripped, and therefore of smaller value than if 
clean. The tin is deposited from acid solutions in a 
spongy or pulverulent form, and its fusion to form an in- 
got involves loss. Some market may, however, be found 
for various salts of tin, notably stannous chloride (made 
by dissolving the tin in hydrochloric acid), which is used 
as a mordant. A more rational method is to make the 
tin scrap the anode in a solution of caustic soda, in which 
the metal is soluble, forming sodium stannate ; the iroii 
remains substantially unattacked. The stannates are^ 
however, somewhat unstable, and are easily decomposed 
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by carbonic acid, so that solutions exposed to the air are 
apt to deposit tin as oxide. This tendency and their poor 
conductivity have apparently prevented their successful 
use. It may be noted that it is possible to strip tin plate 
both by acid and alkaline solvents without the aid of a 
current, and that, if the purely chemical method fails, 
there seems to be no valid reason why an electrolytic 
method should serve better. The difficulties of collection, 
cleaning, and handling mentioned above probably ac- 
count for the comparative failure of all methods of 
recovery, and the remunerative utilisation of old " tins " 
and tin scrap is likely long to be a pet problem for the 
professional inventor. 

Attempts have been made to recover the tin from 
tinned lead scrap. The lead sheet is often provided with 
a coating of tin by covering thicker lead plate with tin 
and rolling this down to the required gauge. Such 
tinned lead sheet is used largely for bottle capsules. 
Recovery of tin from these is easy, because, unlike iron, 
lead is electro-negative to tin, and, on making the scrap 
tin the anode in an electrolyte of sulphuric acid, the tin 
dissolves, leaving the lead unattacked. Both tin and lead 
are thus readily separated and recovered. To the diffi- 
culty of collection referred to above is to be ascribed the 
failure to base an industrial process on these principles. 
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The chief ore of antimony is its sulphide, which is 
usually reduced to metal by dry metallurgical processes. 
These processes are relatively simple, not unduly expen- 
sive, and suffice to produce a metal of sufficient purity 
for most purposes. It is clear, therefore, that the need 
for an electrolytic process is not great. The chief advan- 
tages that can be claimed for a process of this kind are 
the possibility of treating ores too poor to pay when 
smelted by the ordinary methods and the feasibility of 
reducing the metal by water power in inaccessible dis- 
tricts where fuel is scarce. Such plain economical con- 
siderations are too often overlooked when electrolytic 
methods are invented or discussed. 

At present only one process has succeeded in producing 
metallic antimony on a commercial scale. It is worked 
by Siemens & Halske, and the details of manufacture 
are not publicly known. There is, however, a patent of 
the same firm dealing with the same matter, and it is 
probable that this patent describes and protects the pro- 
•cess now being worked. The leading principles of the 
patented process are as follows : Antimony ore containing 
the metal as its sulphide (SbgSj) is leached with a solution 
of sodium sulphide. The antimony sulphide dissolves, 
leaving the siliceous gangue. The solution containing 
the antimony is then passed through the cathode com- 
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partments of a series of electrolytic cells, and is deposited 
on iron cathodes. The anode compartments contain a 
solution of common salt in which are carbon anodes; 
chlorine is given oflf at these, and is utilised for the 
manufacture of bleaching powder or chlorate. The solu- 
tion passing from the cathode compartments consists 
chiefly of sodium sulphide containing little or no anti- 
mony, and is used to leach a fresh portion of ore. The 
object of thus working with a porous diaphragm and 
producing a bye-product (chlorine) is to avoid the oxida- 
tion of the leaching solution, viz. the sodium sulphide, 
which is inevitable if the electrolysis is conducted in an 
undivided cell and the sulphide solution comes in con- 
tact with the anode. 

The antimony prepared by the Siemens-Halske process 
is in the form of plate about 2 mm. in thickness and 
having a ridgy and warty surface, the appearance of 
which recalls in some measure that of some samples of 
electrolytic copper. The metal is nearly pure, and can, 
if necessary, be further refined by the ordinary process 
of dry refining, which consists in fusing the metal with 
a flux composed of crude potash melted with antimony 
sulphide. This flux contains potassium sulphide, which 
removes from the antimony any residual antimony sul- 
phide, forming a thioantimonite. For most purposes, 
however, the antimony is pure enough in the state in 
which it is deposited. The following analyses show 
the quality of the unrefined electrolytic antimony, of 
the same metal after refining, and of refined antimony 
prepared by the ordinary dry process: — 
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Unrefined 
electrolytic anti- 
mony. 


Refined 
electrolytic anti- 
mony. 


Refined antimony 

made by dry 

process. 


As . 

S . . . . 

Fe . 

Pb and Cu . 

Na . 

Sb . . . . 


Per cent. 

0-288 
0-008 

Trace 
0-014 

99-690 


Per cent. 

OOOOl 
0O046 
0-0084 

99-9869 


Per cent. 
Trace 
0-1000 
0-0100 
0-0803 

99^697 




lOO^XX) 


100-0000 


1000000 



It will be seen that unrefined electrolytically prepared 
antimony is almost pure, save for a little sulphur, doubt- 
less arising from the fact that the metal is deposited 
from a solution rich in that element. Also, that refined 
electrolytically prepared antimony compares favourably 
with that made by the ordinary dry process. It is note- 
worthy that antimony of good quality which has been 
cast in ingot form shows its crystalline character by a 
well-marked stellate appearance. This appearance is 
known as the "star" of antimony, and is usually ac- 
cepted as an index of purity. It is evident that in 
the case of electrolytically prepared antimony, stripped 
direct from the cathodes and not melted and cast, this 
" star " is absent ; it is replaced by the peculiar warty 
surface referred to above, which may also be taken as an 
indication of the source of the metal and as a guarantee 
of good quality. Although the Siemens-Halske process 
is the only method by which antimony has been success- 
fully prepared on a commercial scale, other methods have 
been devised and to some extent worked out. Of these 
Borchers' process may be mentioned. Borchers has studied 
the conditions of precipitation of antimony from solutions 
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of its sulphide in sodium sulphide, and has designed a 
plant as the result of his experiments. It does not seem, 
however, to have been tried on a manufacturing scale. 
Using solutions of antimony sulphide (Sb^S,) in sodium 
sulphide (Na,S) with and without caustic soda,^ and 
working without a diaphragm, he found that the whole 
of the antimony could be deposited, but that at the 
anode there was not merely a separation of sulphur (and 
consequent formation of poly sulphides), but an oxidation 
of the sodium sulphide to thiosulphate (hyposulphite). 
On account of this action the sodium sulphide solution 
would decrease in effectiveness as a solvent for fresh por- 
tions of antimony sulphide, and the cyclical working of 
the process would be impaired. A point would soon be 
reached at which the sulphide solution, exhausted of its 
antimony, could no longer dissolve a fresh quantity, and 
it would have to be replaced by a new supply of sodium 
sulphide. Another difficulty of the process is the fact 
that the antimony is deposited in the form of powder, 
and has to be collected and fused before it is marketable. 
Having regard to these fundamental defects inherent in 
the method, a discussion of the merits of the plant pro- 
posed to work it is evidently superfluous. 

^ Two to three per cent, of common salt was added to improve 
the conductivity of the electrolyte. 
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Zinc is a metal the winning of which by electrolysis pre- 
sents peculiar advantages. Its refining, on the other 
hand, can be best accomplished by non-electrolytic pro- 
cesses. 

The commonest ore of zinc is blende (zinc sulphide), from 
which zinc can be extracted by the usual metallurgical 
methods only after the ore has been roasted and a crude 
zinc oxide produced. This oxide, on heating with carbon, 
is reduced, yielding metallic zinc. To effect the reduc- 
tion a temperature of about 1,300® C. = 2,372° F. is 
required ; the boiling-point of the reduced metal is, how- 
ever, only 930^0. = 1,706° F. From this it follows that, 
when a mixture of zinc oxide and carbon is heated to 
a temperature sufficiently high to reduce the oxide to 
metallic zinc, the metal is generated as vapour, and 
cannot be directly run down to a regulus, as can less 
volatile metals, e.g, copper and iron. In consequence 
of this the winning of zinc by ordinary metallurgical 
methods is always effected by distilling a mixture of the 
oxide and carbon (powdered coke or non-caking coal) in 
retorts of refractory fireclay. (The bearing of this dis- 
quisition on the electrolytic winning of zinc will be seen 
immediately.) The reduction of zinc oxide to zinc is 
represented by the equation — 

ZnO + + Zn + CO, 
and absorbs 66 Cal per gramme equivalent of zinc ob- 
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tained. This quantity of heat has to be supplied to the 
charge through the walls of the retort, and even the best 
methods of heating for this purpose are so wasteful that 
the quantity of fuel used vastly exceeds the calculated 
minimum. 

Another large cause of expense is the renewal of the 
somewhat costly and fragile retorts in which the dis- 
tillation is conducted. Prom a consideration of these 
facts it is evident that there is ample room for an 
economical method of winning zinc from its ores, whether 
by electrical or other means. 

Recognition of this circumstance induced the Brothers 
Cowles about the year 1882 to attempt to distil zinc 
in an electric furnace (see section on aluminium, con- 
sisting essentially of a fire-brick box into which pro- 
jected two carbon electrodes. These were surrounded 
by the charge of carbon and ore to be reduced, and be- 
tween them an arc was formed. The principle under- 
lying this endeavour is perfectly sound in that by means 
of an apparatus of this kind it is possible to apply heat, 
not through a refra,ctory envelope, but in the very heart 
of the charge to be heated, which may be surrounded by 
a non-conducting box of the most massive and efficient 
design, so as to confine the heat to the real seat of opera- 
tions. But though the heat is economicaUy used it is 
applied in a costly form, viz. as electrical energy, and 
at the present time no successful attempt has been made 
to manufacture zinc in this manner. The question of 
the practicability of realising the original idea of the 
Brothers Cowles might well repay investigation. 

Putting this aside as a matter for inquiry and not 
an accomplished process, one finds that already there 
exists a growing industry in the production of electro- 
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lytic zinc. Zinc is a metal so electropositive, and needing 
80 much energy for its reduction, that when aqueous 
solutions of its salts are electrolysed there is a tendency 
to produce hydrogen instead of zinc at the cathode. 
Moreover, from most zinc solutions the metal is deposited 
in a spongy and incoherent condition, unless special con- 
ditions, e,g, as regards acidity and current density, are 
fulfilled. These circumstances have rendered the device 
of a workable method for depositing zinc electrolytically 
peculiarly diflGlcult. 

As mentioned at the beginning of this chapter, zinc is 
not refined electrolytically. In the event of a demand 
for especially pure zinc arising, it could at once be met 
with ease by the fractional distillation of ordinary com- 
mercial zinc in vacuo — a process which can be accom- 
plished at a temperature but little above the softening- 
point of glass, i.e. at a barely visible red heat. The 
description of electrolytic processes for zinc will, there- 
fore, relate chiefly to those concerned with the winning 
of the metal from its ores. 

PEINOIPLES OF ELECTEOLYTIO DEPOSITION 
OF ZINC 

Several conditions must be carefully observed in order 
to obtain a coherent deposit of zinc. Many inventors and 
investigators have laid down precautions more or less 
empirical, but their instructions need not be considered, 
because the whole subject has been investigated in the 
most thorough manner by Mylius and Fromm {Zeita. f. 
anorganische Chemie^ 1896, p. 144), and from the data 
which they have established by small scale experiments 
the working conditions in manufacture can be deduced. 
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It must not be supposed that such knowledge can be 
translated at once to the works with a certainty of im- 
mediate success ; nothing but close study of the actual 
working of a process on a commercial scale will suffice ; 
nevertheless the guiding principles which must be re- 
garded are established, and each manufacturer must 
apply them for himself. This may seem cold comfort to 
the technologist, but it is all he can expect to get, for, as 
a matter of fact, the few processes for the electrolytic 
reduction of zinc which are working successfully are 
guarded as secrets in the details. It is not to be supposed 
that in these there is any great divergence from what is 
common knowledge, but it is fair to conclude that by 
attention to numerous small points of working the 
manufacturers using these processes have been able to 
apply remuneratively the principles about to be dis- 
cussed, and it is manifestly unreasonable to expect them 
to make public what has been acquired at the cost of 
much time, money and labour. 

The chief difficulties in the electrolytic deposition of 
zinc from a solution of its sulphate are : — 

(1) The evolution of hydrogen at the cathode instead 

of the deposition of zinc there. 

(2) The precipitation of the zinc in a spongy condition. 
As might be predicted, the evolution of hydrogen is 

most apt to occur when the electrolyte is poor in zinc, 
for in that case there are likely to be too few zinc ions 
at the cathode at any given instant, and the current is 
thus occupied in the liberation of hydrogen from the 
water or sulphuric acid which is relatively abundant 
in the neighbourhood of the cathode. The electrolyte 
should, therefore, be fairly concentrafied, e.g, should 
contain at least 10 per cent, of tlie (^stalUsed salt 

144 



ZINC 

ZnS04 7 H,0. Next, it should be neutral or slightly acid» 
If unduly acid, hydrogen as well as zinc will be liberated 
at the cathode. Thirdly, a high current density should 
be used, e,g. 1-2 amperes per square decimetre, i.e. about 
9-18 amperes per square foot. With a concentrated elec- 
trolyte the current density may be considerably increased 
and good adherent deposits may be obtained. Fourthly, 
the electrolyte must not be basic, Le. it must contain no- 
zinc oxide over and above that necessary to form a 
neutral salt. Neutral zinc salts dissolve small quantities 
of zinc oxide, and from such solutions spongy zinc ia 
precipitated. It must also contain no oxidising impurity. 
These last two conclusions were arrived at by Mylius 
and Froman from a systematic study of the character of 
the spongy zinc which is often deposited. It has been 
suggested that the formation of this spongy zinc i& 
caused by the presence of a hydride (ZnH,). There ia 
no evidence of this, and against it is the fact that the 
spongy deposit always contains zinc oxide or a basic salt 
of zinc, which can be detected and isolated by dissolving 
the metallic zinc in mercury. The quantity of oxide 
thus left is under 1 per cent., but is sufficient to produce 
sponginess. When to a solution of a zinc salt a small 
quantity of an oxidant, e,g. hydrogen peroxide or zinc 
nitrate, is added, such a solution on electrolysis yields 
spongy zinc ; under identical conditions of temperature^ 
concentration, current density and the like, a solution 
free from these oxidising impurities gives a normal 
deposit of coherent reguline zinc. Curiously enough the 
presence of a small quantity of arsenic or antimony in 
the electrolyte will cause the formation of spongy zinc ; 
the rationale of their action is obscure, but the observa- 
tion is important in that it indicates that the electrolyte 
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must be carefully purified for the successful deposition of 
sdnc on a commercial scale. The fact that the presence 
of zinc oxide induces the deposition of spongy zinc 
explains why a basic electrolyte is peculiarly apt to 
produce an unsatisfactory deposit ; also, seeing that a 
strong solution of a neutral zinc salt, such as the sul- 
phate, will dissolve more zinc oxide than will a weak 
solution, it may be expected that in a strong solution a 
slight excess of base will be less detrimental than in a 
weak solution. Experiment shows that that is the ccise. 

Foerster and Gtinther have made a study of the 
conditions necessary to be observed in order to obtain 
a good coherent deposit of zinc from solutions of its 
chloride. This study forms a useful supplement to the 
work of Mylius and Fromm, cited above. The electro- 
lysis of zinc chloride in aqueous solution may prove 
applicable in metallurgical practice, and a knowledge of 
its principles cannot be neglected. As in the case of the 
sulphate, the chief difficulty is in obtaining the metal 
in a reguline and coherent condition. There is an in- 
convenient tendency to form spongy deposits. In the 
experiments about to be described, Silesian zinc of excep- 
tional purity, containing not more than 0*03 per cent, of 
lead and 0*05 per cent, of iron, was used as the anodes. 
The cathode was a piece of polished sheet zinc. A solu- 
tion of zinc chloride was used as the electrolyte, and was 
tried neutral, acid, and basic in turn. 

It being established that the production of spongy 
zinc is primarily caused by the presence of zinc oxide, 
it appears probable that deposition of zinc of good quality 
is more likely to be attained with a solution of zinc 
chloride than with one of zinc sulphate, because zinc 
oxide is more soluble in the former, and is therefore less 
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likely to make its appearance at the cathode and impair 
the quality of the zinc there precipitated. This is borne 
out by experiment, for a solution of zinc chloride con- 
taining 54*6 grammes of Zn per litre when electrolysed 
with a current density of 1*4 amperes per square deci- 
metre continued to give a good deposit until the electro- 
lyte became so basic as to form a precipitate of zinc 
oxychloride. This occurred when there was present for 
every 14 molecules of ZnCl, 1 molecule of ZnO in solu- 
tion. An obvious advance on this is to use a slightly 
acid solution of zinc chloride to hinder the formation of a 
basic chloride. But when the electrolyte is acid, hydro- 
gen as well as zinc appears at the cathode, current is 
wasted, and the deposit becomes uneven because of the 
local irregularities of current density, due to bubbles of 
hydrogen, causing spots and patches on the surface to be 
inaccessible to the electrolyte while they persist there. 
A device which has been employed by Mylius and 
Fromm can be resorted to for the repression of this 
hydrogen. It consists in placing a small independent 
anode near the cathode and passing by its means into 
the electrolyte a current sufficient to evolve enough 
chlorine to combine with the objectionable hydrogen. 
By adopting this plan a good deposit of zinc can be 
obtained in a slightly acid solution of zinc chloride. 
This observation is specially worthy of remark, because it 
probably explains the attempts that have frequently 
been made, as in the Ashcroft process (q.v.), to obtain 
good deposits of zinc by the use of an oxidising agent. 
These attempts have occasionally succeeded, although 
usually based on erroneous assumptions, e.g. that the 
sponginess of the deposited zinc was due to the pressure 
of a zinc hydride. We now see the true reason, viz. 
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that the use of an oxidant in regulated amount allowed 
an acid electrolyte to be used (thus avoiding the deposi- 
tion of a slightly oxidised, and therefore spongy, zinc), 
while at the same time suppressing the hydrogen, which 
is liable to cause local irregularities of current density, 
and therefore rough, warty deposits. 

As might be premised from the work recorded above, 
a basic solution of zinc chloride, if not containing so 
much oxide as to make it turbid, may give good deposits 
at first; as the process goes on it becomes more basic 
and spongy zinc begins to be formed. 

In these experiments it was noticed that before the 
electrolyte became so basic as to be turbid the deposit 
began to change in character, forming long growths 
(apparently of compact reguline zinc) from the edges of 
the cathodes. 

It must not be supposed that zinc oxide ^ in the 
electrolyte is the only material capable of causing the 
formation of spongy zinc. Various foreign metals in 
the electrolyte have the same effect, and on this account 
the industrial electro-deposition of zinc, especially from 
solutions obtained by leaching out complex ores, will 
always be a somewhat delicate operation, requiring care 
and skilled supervision. 

The energy required to reduce zinc sulphate electro- 
lytically to metallic zinc can be readily computed. The 
decomposition represented by the equation — 
ZnS04Aq = Zn + H^SO^Aq + 
requires for its realisation the expenditure of 106 Cal, 
t,e. 106 Cal must be provided for winning 65 grammes 

* Later researches throw doubt on the belief that a spongy de- 
X)osit is necessarily caused by zinc oxide, for in a solution contain- 
ing excess of caustic alkali, and therefore capable of dissolving zinc 
oxide, spongy zinc may form. 
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of zinc. This corresponds with 2,664 h.p. hours per ton ; 

therefore the theoretical output of zinc per h.p. year 

(366 days of twenty-four hours each) is 3-42 tons. 

Now the critical voltage for the decomposition of zinc 

sulphate (calculated from its heat of formation in 

manner similar to the example already given) is 2*26 

volts. To obtain the output per h.p. year given above 

it would be necessary to work at the critical voltage. 

But in practice a voltage of about twice this, viz. 

4-6 volts, would probably be required. Further, having 

regard to the tendency for the current to reduce 

hydrogen instead of zinc, the current efficiency is not 

likely to be more than 80 per cent. ; the voltage 

efficiency is 60 per cent., therefore the energy efficiency 

80x 50 
is -—^ — 5^— per cent. = 40 -per cent. It follows that the 
100 X lUO 

output per H.p. year is not likely to exceed 1'368 tons. 
With cheap water power, costing say £2 10s. per h.p. 
year, the cost of energy for refining 1 ton of zinc is 
£1 16*. 6d. With steam power at {d, per h.p. hour, i.e. 
£9 16*. per h.p. year, the cost for 1 ton of zinc would be 
£7 3*. 3d. The selling price of zinc being about £20 
per ton, it is clear that the cost of electrolytic re- 
duction by steam power would be a large part of the 
whole value of the product, and that the margin for 
such heavy expenses as roasting, extracting, main- 
tenance of plant— to say nothing of the cost of the zinc 
in the ore — is inconveniently small. It . is only where 
very cheap water power is available that the electrolytic 
winning of zinc per se may be practised with a fair 
prospect of success. The case is somewhat different 
where the zinc is, as it were, a bye-product. Processes 
falling under this head will be dealt with below. 
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PROCESSES FOR THE PRODUCTION OF 
ELECTROLYTIC ZINC 

Usually these processes have been designed to produce 
zinc as a bye-product of some other manufacture, and 
not for the winning of zinc from its ores as the principal 
object. One of the chief causes of the various attempts 
which have been made to invent a workable electrolytic 
process for zinc is the growing necessity of treating 
mixed sulphide ores, consisting of blende and galena 
(zinc sulphide and lead sulphide) so intimately associated 
that their separation by any method of mechanical 
*' dressing" is well-nigh impracticable. Such ores are 
also difficult to smelt by the ordinary processes, and 
many plans have been proposed to treat them by wet 
extraction methods. 

THE SIEMENS-HAI5KE PROCESS 

Ore consisting essentially of lead sulphide, zinc sul- 
phide and gangue, and containing about 20 per cent, of 
zinc, 30 per cent, of lead, and 20 ounces of silver per ton, 
is roasted at a low red heat so as to oxidise the sulphides 
and convert them into oxides and sulphates. 

It is desirable that the temperature should be kept 
low, in order that a large proportion of the sulphides 
should be converted into sulphates instead of oxides. 

This requires a long time and much stirring of the 
ore. Altogether this stage of the process, which sounds 
simple enough, is rather difficult and expensive. The 
roasted ore is extracted with dilute sulphuric acid (about 
10 per cent, strength), and the zinc is dissolved as sul- 
phate, leaving the lead (also as sulphate) as an insoluble 
residue. This is melted by the usual dry methods. The 
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bulk of the silver, which is always present in ores of 
this class, is also left with the lead, though some may go 
into solution. Of course the value of the silver is an 
important part of the whole value of the ore, and its 
careful extraction and recovery are necessary to make 
the process remunerative. 

The solution of zinc sulphate needs to be purified from 
iron, copper, and other foreign metals by ordinary 
chemical methods, such as limited precipitation with lime 
and chloride of lime. The preparation in this manner of 
a tolerably pure solution of zinc sulphate is by no meana 
an easy matter. These non-electrolytic parts of the 
process are the cause of quite as much difficulty as the 
electrolysis itself. When a satisfactorily pure solution 
of zinc sulphate has been obtained it is electrolysed, lead 
anodes being used and thin zinc cathodes. The con- 
ditions, stated above, necessary for obtaining a good 
coherent deposit of zinc must be carefully observed. In 
this process zinc is not merely transferred, it is actually 
reduced from the solution of its sulphate, and the 
electrolyte becomes more acid as the reduction proceeds. 
When the acidity is so great as to cause the evolution of 
an unduly large amount of hydrogen at the cathode, 
the solution is run off and used again for extracting 
wasted ore. Thus there is in circulation a large 
quantity of a solution of zinc sulphate acid with 
sulphuric acid, which is alternately robbed of a portion 
of its zinc and again supplied with an equivalent 
amount. But in each cycle of operations the solution 
acquires impurities from the roasted ore, and these must 
be eliminated before it can be used again as an electro- 
lyte. The process has been tried by the Smelting 
Company of Australia, at lUawarra, in New South 
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'Wales, but no information as to its success has been 
published. Its weak points are sufficiently indicated in 
the foregoing description. 

THE ASHCROFT PROCESS 

This process is designed to work up refractory sul- 
phide ores of the same grade as those intended to be 
treated by the Siemens-Halske process (g.t?.). The ore is 
finely ground and is roasted to convert the sulphides of 
zinc and lead into oxides and sulphates. 

The difficulty and expense attending the thorough 
roasting of this class of ore have already been spoken 
of. The remarks then made apply equally here. The 
solvent used is ferric chloride, which is used up and 
replaced (not regenerated) in the manner about to be 
described. In the first place the roasted ore is leached 
with a solution of ferric sulphate and chloride; zinc 
sulphate and chloride are formed and ferric hydroxide is 
precipitated. The extracted residue of lead sulphate, 
gangue, and ferric hydroxide is smelted in the usual 
manner, the oxide of iron aiding as a flux. The solution 
containing zinc is first passed over scrap zinc to pre- 
cipitate any silver which may be in solution, and is 
then circulated through the cathode compartments of a 
series of electrolytic cells and there deposits a portion 
of its zinc. On cathodes of sheet zinc the good and 
coherent quality of the deposit of zinc is said to be 
promoted by allowing the solution to be slightly basic. 
Now, seeing what has been said above (p. 146) on the 
bad influence of basic salts of zinc on the quality of the 
metal deposited, it is fairly evident that it is "unlikely 
that this method of working can be successful. Only 
about one-third of the total quantity of zinc in solution 
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is deposited during tlie passage of the electrolyte 
through the cathode compartments, and the liquor then 
passes to the anode compartments, which are separated 
from the cathode compartments by a porous partition of 
cloth. The level of the electrolyte in the anode com- 
partments is kept lower than that in the cathode 
compartments in order to prevent the liquid from 
passing from the anode to the cathode compartment 
through the diaphragm. This is because the anode 
liquid contains iron salts, which would interfere with 
the deposition of the zinc if they found their way into 
the cathode compartment. In some of the anode com- 
partments are iron anodes, which dissolve in proportion 
as zinc is deposited in the cathode compartments, forming 
ferrous sulphate (or chloride). In the remaining anode 
compartments, viz. those through which the liquor 
passes out of the group of electrolytic cells, the anodes 
are of carbon instead of iron. At these insoluble anodes 
the ferrous salts previously formed at the iron anodes are 
oxidised to the ferric state, and the liquor becomes 
capable of acting again as a leaching agent for a fresh 
portion of the ore. It will be seen that the process is 
comparatively complex. The solvent action of the 
solution of ferric salts is by no means particularly 
vigorous, and anything approaching complete extraction 
cf the ore is difficult to attain. The precipitation of the 
iron by means of the zinc oxide in the roasted ore is 
difficult to effect completely, and if iron be left in 
solution the deposition of the zinc is interfered with. 
The plan of depositing zinc from a slightly basic 
solution is (as has been shown above) based on an 
-erroneous view, and is likely to hinder rather than help. 
The renewal of the leaching liquor by the dissolution of 
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iron anodes and the subsequent oxidation of the ferrous 
salts thus produced necessitates the use of a diaphragm 
to prevent commingling of the anode and cathode liquors. 
The theoretical advantage gained is that the com- 
paratively cheap energy rendered available by the disso- 
lution of the iron aids in the deposition of the zinc by 
reducing the voltage required for this purpose. 

Whether as much as is gained by this is not lost by 
the increased resistance of the electrolyte and diaphragm 
is a nice point. That these difficulties are not imagin- 
ary is shown by the fact that the sulphide corporation 
which worked the Ashcroft patents spent large sums of 
money without bringing the method to a successful issue. 
Great efforts were made to put the process on a working 
basis, and the history of these attempts is contained in a 
paper by Mr. Edgar A. Ashcroft, which was read before 
the Institute of Mining and Metallurgy in June, 1898. 
The gist of this paper, as far as is necessary for a com- 
prehension of the difficulties encountered in the treat- 
ment of mixed sulphide ores, is given in the ensuing 
paragraphs. 

THE ASHCROFT PROCESS AS WORKED AT 
COCKLE CREEK 

The ore treated proved to be poorer than was antici- 
pated, containing about 20 per cent, of lead, 26 per cent, 
of zinc, and 10 ounces of silver per ton, instead of 30 per 
cent, of lead, 30 per cent, of zinc, and 46 ounces of silver 
per ton, as was expected. Thus, ore containing metals 
with a gross assay value of only £7 IBs. per ton waa 
available instead of ore worth £13 88. Seeing that all 
calculations of profit had been made on the latter, the- 
ultimate failure of the process is not surprising. 
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The ore is dried, ground in Krupp ball mills to a 
fineness such that it will pass a 60 x 60 mesh sieve, and 
roasted in a long reverberatory furnace with a terraced 
hearth, so that the roasting can be done systematically 
and the ore well turned and rabbled as it descends from 
the higher steps at the far end of the hearth to the lower 
steps nearer the bridge. 

The roasting is conducted at as low a temperature as 
possible, in order that the product may be sulphate rather 
than oxide. The operation is carried out by hand labour, 
but would probably be better eflfected in a mechanical 
roasting furnace. The roasted ore is reground and its 
zinc leached out by means of *' sulphuric acid, with or 
without ferric sulphate." In the paper from which 
these facts are taken it is not specifically stated that 
the use of ferric salts as leaching agents has been 
abandoned, but the general tenor of the description 
conveys the impression that this is the case. In fact 
it may fairly be assumed that, at least in the later 
stages of the trial, the roasted ore was simply extrewsted 
with a solution from the cathode compartments of the 
cells, containing free sulphuric acid, and of course zinc 
sulphate. The characteristic reaction on which the 
claim of the process to be considered novel is based, thus 
disappears. 

The leaching is done in large wooden vats with agita- 
tors, and the solution is kept at about 80® C. = 176° F. 
When the bulk of the free acid is neutralised and the 
greater part of the zinc in the ore is extracted, the 
mixture is filter-pressed, the residue sent to the smelting 
furnaces for reduction to argentiferous lead, and the 
solution of crude zinc sulphate purified in order to 
make it fit for electrolysis. Iron is always present, and 
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is peroxidised in the anode compartments and precipi- 
tated when the electrolyte, partially depleted of zinc, is 
used to leach out a fresh portion of ore. Manganese is 
also present, and is considered very objectionable. It is 
stated that its removal by means of bleaching powder 
and other oxidising agents is too costly, and therefore 
it is allowed to accumulate until its influence becomes 
excessive, when a portion of the liquid is removed and 
replaced by dilute sulphuric acid or a fresh extract from 
the ore. The fraction of the liquid thus taken out of 
the cycle of operations may be worked up for zinc by 
evaporation to dryness, decomposition of the zinc sulphate 
by heating (the SO, + evolved being reconverted into 
sulphuric acid), and reduction of the crude zinc oxide 
thus obtained by the usual process of distillation with 
carbon. It is stated that sufficient purification of the 
liquor to be electrolysed can be effected by allowing it 
to fall in cascade over cast-iron scrap or borings, and that 
this (apart from the periodical necessity for removing a 
fraction on account of the accumulation of manganese) is 
the only operation necessary between the leaching vats 
and the electrolytic cells. In spite of these attempts at 
simplification, the electrolytic separation of zinc by this 
process has not yet proved to be successful. 

THE HOEPFNER PROCESS 

Numerous processes for the electrolytic winning of 
zinc have been devised and patented by Hoepfner. One 
of these has been worked on a semi-manufacturing scale 
(about 100 H.p. being used) at Frtifurt in G-ermany. 
The raw material is an iron ore containing about 10 
per cent, of zinc. This is roasted and extracted with 
sulphuric acid ; the solution is treated with common salt 
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in order that the zinc may ultimately be obtained as 
chloride. The liquor is purified from manganese by the 
use of caustic soda and bleaching powder, and from lead 
and copper by means of zinc dust. The purified solution 
is cooled to 26° F., the sodium sulphate crystallised out, 
and the resulting solution of zinc chloride is electrolysed. 
The anodes are gas carbon, and the cathodes are revolv- 
ing zinc plates. They are separated by diaphragms of 
nitrated cellulose. A pressure of 3-7 volts per cell is 
required, and a high current density as much as 36 
amperes per square foot may be used. The electrolyte is 
circulated independently through the anode and cathode 
compartments. The products are zinc, which is obtained 
on the revolving cathodes in a coherent state, and 
chlorine, which is used for making bleaching powder 

Another process devised by Hoepfner is being worked 
by Brunner, Mond & Co. in this country. As far as the 
electrolysis is concerned, it is generally similar to that 
described above, the electrolyte being a solution of zinc 
chloride. The adoption of a process of this kind by an 
alkali works becomes intelligible when it is considered 
that the electrolyte (zinc chloride) is obtained by acting 
on zinc oxide (roasted zinc ore) with calcium chloride 
solution and CO, ; calcium carbonate is precipitated, and 
zinc chloride goes into solution. It is said that this reac- 
tion works smoothly. The zinc obtained may be regarded 
as a bye-product, coveriug the cost of the ore and part of 
that of the process, the real object of the alkali maker 
(using the ammonia-soda process, and therefore not ob- 
taining hydrochloric acid as a bye-product, as does the 
Leblanc maker) being to recover chlorine from his waste 
calcium chloride liquors. The plant at Brunner, Mond & 
Co.'s works is about to be increased to 1,200 h.p. The 
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output is estimated at 4 kilos of zinc per horse power per 
day. (Cjr.p.l48). 

THE DUISBEEG PEOCESS 

A process which is successfully producing zinc on a 
commercial scale is that devised by Dieflfonbach and 
worked at Duisberg in Germany. The details of the 
process are kept secret, but it appears that the electro- 
lyte is a solution of zinc chloride. It is probable that 
such an electrolyte will prove better than one of zinc 
sulphate, partly because the carbon anodes last better in 
a chloride solution, partly because chlorine is a valuable 
bye-product. The success of the process at Duisberg 
may be gathered from the statement that the output is 
90 tons of zinc per month and that the plant is being 
increased. 

ELECTROLYSIS OF FUSED ZINC CHLORIDE 

The use of fused zinc chloride instead of aqueous 
solutions of the chloride and other salts of zinc has 
attracted the attention of inventors. No working pro- 
cess has resulted from their eflforts, but the apparatus, 
devised by Borchers (shown in fig. 23), will serve as an 
example of the attack of the problem on rational lines. 

A leaden vessel a having a grooved rim is used to con- 
tain the fused zinc chloride. The rim is filled with zinc 
chloride in the fused state and the cover d placed in 
position. "Water is turned into, the trough c surround- 
ing the grooved rim, and the zinc chloride is thus caused 
to solidify, sealing the cover. A sheet of zinc b bent to 
the shape of the vessel is used as the cathode, and the 
carbon rod e as the anode, f is a pipe serving to carry 
off the chlorine, and a is a plug closing a hole through 
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which fresh zinc chloride can be introduced from time 
to time. At the beginning of electrolysis the m in 
quantity of zinc chloride in the vessel a is fused by the 
application of external heat ; afterwards it can be kept 
fused by the heat generated by the passage of the 
current, provided a sufficiently high current density be 
used. The two weak points in the process are the diffi- 
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culty of preparing zinc chloride in quantity anhydrous 
and sufficiently pure to serve for the preparation of 
electrolytic zinc, and the fusibility of the leaden vessel. 
Lead melts at 326° C. = 617° P. and zinc chloride fuses 
at 262° C. = 604° F., so that the margin of safety is not 
large. 

WOEKINa UP "ZINC AMALGAM" FEOM 
THE PARKES PROCESS 

One of the most effective methods of desilverising lead 
consists in treating the molten metal with an immiscible 
solvent, viz. zinc* The zinc floats on the surface of the 

^ A full description of this elegant process can be found in any 
good metallurgical text-book. 
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lead and is periodically removed. During its contact 
with the lead to be desilverised, the zinc absorbs not 
only silver, but also a certain amount of lead. It also 
oxidises to some extent. Thus it comes about that the 
" zinc amalgam/' as the crust of zinciferous matter float- 
ing on the bath of lead is termed, is a loose, friable mass, 
varying considerably in composition according to the 
conditions of working. Its composition ranges from B5 
to 77 per cent, of lead, 12 to 40 per cent, of zinc, 2*6 to B 
per cent, of silver, with various other metals and oxides. 
The ordinary metallurgical method of working up this 
complex alloy consists in liquating the excess of lead 
(which is returned to the desilverising pots), and distil- 
ling the residual mixture of zinc, silver and oxide of 
zinc with a little charcoal. The zinc already present as 
metal and that reduced from the oxide by the charcoal 
distils off, and crude silver remains, which is purified in 
the usual way. It is proposed to improve on this process 
by refining the alloy electrolytically, the object being to 
dissolve out the zinc and to leave the lead and silver. 
This is not altogether easy, because the alloy is too 
brittle and contains too much oxide to be cast into plates. 
Also the quantity of soluble material (zinc) which is to 
be extracted is small compared with the quantity of 
insoluble material (lead and silver). Thus, any form of 
anode will become crusted with this insoluble material, 
and its dissolution will be hindered thereby. A better 
grade of " zinc amalgam " is said to be produced when 
the desilverising of the lead is conducted with zinc con- 
taining a small percentage of aluminium, in that it 
contains a smaller proportion of lead. But even in this 
case the product contains much lead, dissolves slowly, 
and cannot be cast into serviceable anodes. It must 
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therefore be treated in fragments, lying loose on a plate^ 
or contained in a metallic basket serving as the anode. 
Such a receptacle may be made of lead. A solution of 
zinc sulphate should serve as the electrolyte, and the con- 
ditions for the deposition of zinc in a coherent form should 
be maintained as nearly as possible like those which 
have been already laid down as suitable for the winnings 
of zinc (p. 142 et seq,). After a time the outer parts of the 
fragments of zinc-lead-silver alloy will become robbed of 
their zinc and converted into a spongy mass of argenti- 
ferous lead. A kernel of unattacked zinc-lead-silver 
alloy will remain. The dissolution of the zinc from thia 
will be slow, partly because its conductive connection 
with the plate or basket serving as the anode is impaired 
by the formation of a film of lead sulphate on the spongy 
lead. A remedy for this state of things is the removal 
of the partly spent fragments, the liquation of the 
coating of argentiferous lead from the core of zinc-lead- 
silver alloy, and the retreatment of the kernels thus 
isolated. This is a cumbrous and costly proceeding 
and is not likely to conduce to the success of the process. 

Somewhat sketchy information is extant concerning 
he treatment of " zinc amalgam " containing aluminium^ 
It is said that this can be successfully worked up in an 
electrolyte consisting of a strong solution of the chlorides 
of zinc and magnesium, and that the zinc is collected on 
revolving disc cathodes, as in the Hoepfner process (see 
above). The zinc obtained is substantially pure, and the 
lead and silver left as anode sludge contain but little 
zinc, and can be cupelled at once to recover the silver. 

Summing up, one may say that the electrolytic treat- 
ment of zinc is in a backward state. For that purpose 
which promises most reward — ^the winning of zinc from 
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its ores, especially from mixed sulphides — no satisfactory- 
process has yet been devised. For the mere purification 
of ziuc already won from its ores — which is compara- 
tively easy — there is not, nor can be, any demand which 
is not easily supplied by the simple method of redistilla- 
tion. In the case of the one crude product from which 
zinc may be advantageously separated by electrolytic 
means — " zinc amalgam " — there are many difficulties in 
treatment. A moderate success must be chronicled in 
" cold galvanising," i.e. coating iron and steel with zinc 
ijlectrolytically deposited. This is dealt with in the 
section allotted to the art of electro-deposition. 
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ALUMINIUM differs from all other metals used as 
such in the arts, in that at the present time 
it is produced solely by electrolytic methods. Ordinary 
metals — copper, zinc, silver, etc. — which are employed 
not for their chemical peculiarities, as are sodium and 
magnesium, but on account of their physical and me- 
chanical properties, art obtained partly or chiefly by 
other than electrolytic means. Aluminium alone is 
manufactured exclusively by electrolysis. Thirty years 
ago this was not the case ; aluminium was then made 
wholly by methods which were purely chemical. Even 
twenty years ago no serious attempt had been made to 
manufacture aluminium by an electrolytic process. 

The reduction of aluminium from its oxide by smelt- 
ing the latter with carbon is impracticable at ordinary 
furnace temperatures.* The cognate metal iron can 
be reduced with ease, and this is done daily in the 
blast furnace. If we substitute AI2O3 for Fe^O, and 
heat it with carbon no metal is obtained. It is only 
at the extremely high temperature of the electric arc 
(about 3,600° 0. = 6,332° F.) that reduction occurs. Even 
then, if alumina be heated in contact with carbon, it 
is not Al but the carbide AI4C3 which is obtained. 

The equation AlgOs + 8C = Al, + SCO requires the addition of 
905 Cal for it« realisation. 
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If a metal with a great affinity for oxygen is used 
instead of carbon, e.g. manganese or magnesium, reduction 
equally fails to take place. But if another compound of 
aluminium, namely the chloride, be used instead of the 
oxide, metals of this class will reduce aluminium there- 
from. The original chemical method of Deville is based 
on this fact. Anhydrous aluminium chloride is prepared 
by heating a mixture of alumina and carbon in a 
stream of chlorine. By adding sodium chloridQ to the 
mixture, the double chloride Al^CI^ 6 NaOl is obtained, 
and this is the substance used in the old Deville pro- 
cess. When this double chloride is heated with sodium 
it is reduced according to the equation — 

AlgCle 6 NaCl + 6 Na = Al^ + 12 NaCl. 
Instead of the double chloride, the double fluoride 
AI2 Fg 6 NaP (cryolite) may be treated with sodium for 
the production of Al. Any process of this kind involves, 
in the first place, the manufacture of sodium. Deville's 
process remained costly until cheap sodium was pro- 
duced by Castne/, who made the metal by reducing 
caustic soda by means of an intimate mixture of carbon 
and iron. It will be observed that the large amount 
of energy necessary to sever aluminium from oxygen 
is provided in this chemical process in two stages. 
In the first aluminium chloride is produced, the heat 
of combination of which is 322 Cal, as against 392 
Cal for the oxide. In the second a metal (sodium) 
reducible by carbon and having a high heat of com- 
bination with chlorine is manufactured. This, being 
caused to react with the aluminium chloride, accom- 
plishes what it could not do had it been applied to 
aluminium oxide. Thus ultimately almost all the 
energy needed to reduce alumina has been obtained 
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trora carbon in two stages, each being ineffective alone. 
Now one of the great advantages of electrolytic methods 
is that the energy needed for their execution can be 
supplied at any desired pressure. The critical pressure 
for the electrolytic decomposition of alumina is 2*82 
volts, and this is, of course, well within working limits. 
Seeing that this value is considerably higher than 
the critical pressure corresponding with the electrolytic 
decomposition of water, it is clear that the reduction 
of aluminium cannot be accomplished in aqueous solu- 
tion; it must be carried out in a fused electrolyte. 
The realisation of these conditions in practice constitutes 
the modern electrolytic method of aluminium manu- 
facture, which has completely ousted the Deville process 
and its modifications depending on purely chemical 
procedure. 

ELECTROLYTIC REDUCTION OF ALUMINIUM 

The process on which the world's supply of aluminium 
now depends consists in the electrolysis of alumina. 
Alumina, having a very high fusing-point, is con- 
veniently dissolved in a fused salt of aluminium, e.g. 
the fluoride or the double fluoride of aluminium and 
sodium. This is accomplished by several processes, 
which will be described in turn. 

THE KfcROULT PROCESS 

This process as at present worked is the type of 
all successful processes for the production of pure alu- 
minium as distinct from aluminium alloys. There are 
several other processes, known by the names of their 
devisers, which profess to be distinct from the Hiroult, 
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but the distinction if it exists is in law rather than 
in fact. 

The H^roult process is that worked by the Alu- 
minium-Industrie-Aktien-Gesellschaft at Neuhausen in 
Switzerland and by the British Aluminium Company 
at Foyers in Scotland, the two largest manufacturers 
of aluminium in Europe. . It is noteworthy that in the 
original patents the preparation of aluminium bronze 
rather than of aluminium was contemplated, and that 
all the accounts of the process apply to the production 
of the alloy. There is, as a matter of fact, no pub- 
lished account of the H^roult furnace as now used 
for the manufacture of pure aluminium. The general 
arrangement, however, may be understood from the 
following description. 

The claim in H^roult's. German patent is for the 
continuous electrolysis of aluminium compounds be- 
tween a carbon ano|de and a cathode consisting of a 
bath of a metal, e,g. copper, in a state of fusion, the 
whole being contained in a crucible provided with a 
tapping-hole. The process as actually carried out 
embodies more than this. As stated above, the electro- 
lyte consists of alumina dissolved in cryolite or in an 
artificial mixture of aluminium fluoride with sodium 
fluoride. This electrolyte is kept fused, not by heat 
externally applied, but by heat generated by the passage 
of the current. The waste which thus occurs, in that 
costly electrical energy is used for mere heating, is 
more than compensated for by certain practical ad- 
vantages. These are, first, that whereas any method 
of external heating would require the transmission of 
every unit of heat through the walls of the containing 
vessel, the electrical method applies the heat precisely 
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where it is needed ; secondly, that whereas in external 
heating the fused electrolyte would be in contact with 
the walls of the containing vessel and would dissolve 
and destroy any material but platinum, with electrical 
heating the walls remain cool and may be thickly 
lined with a congealed crust of the electrolyte itself ; 
thirdly, that the temperature of the electrolyte is more 
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readily controllable by altering the current and distance 
between the electrodes than by regulatiug an external 
heating apparatus. It may be safely said that one 
of the chief features of the H^roult process is this 
method of maintaining the electrolyte in a fused state. 
The original H^roult apparatus designed for the electro- 
lysis of alumina in contact with a copper cathode is 
shown in the above figure. 
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A is an iron box, lined with carbon plates b; The central 
cavity contains melted copper c and the electrolyte (alu- 
mina dissolved in cryolite) D. The copper is made the 
cathode of the cell, electrical connection being obtained 
by the cable e clamped to the wall of the iron box. 
The tapping-hole f ia closed by a rod arranged to 
act as a screw-valve, as shown in the figure. The cell 
is provided with a cover of carbon, having two holes, 
G, G, through which alumina may be fed and having 
a central hole large enough to clear the anode h, which 
is built up of carbon plates suitably clamped together. 

The furnace is started by placing copper in the lower 
part, bringing the anode in contact with the metal, 
thereby fusing it, adding the electrolyte, and gradually 
withdrawing the anode from contact with the copper 
— ^both copper and electrolyte are maintained in fusion 
by the current. Aluminium is separated at the cathode 
and alloys with the copper, the product being tapped 
off at intervals. Fresh alumina and copper are fed 
in at G, G, as may be required. 

This furnrjce is apparently equally well adapted for 
the production of pure aluminium, for if that metal 
be substituted for copper at the start and alumina alone 
be fed in, the sole cathode product will be aluminium, 
which can be tapped off as it accumulates. Never- 
theless no authentic description of the Heroult furnace 
now actually in use for the manufacture of aluminium, 
has ever been published. It has been suggested that 
the walls of the furnace are thinner, and are cooled 
by air or water so as to solidify a crust of the electro- 
lyte inside them to protect them. This is probable 
enough, and there is no reason why such an aftange- 
ment should not be workable. If it were used contact 
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would need to be made by a condnctive rod of carboa, 
or preferably of iron, with the pool of melted aluminium 
at the bottom of the cell. The whole arrangement 
is shown diagrammatically below. 

A is a wrought-iron box with hollow sides through 
which water can be circulated by the pipes b and c. 
It is unlined save for the coating of solidified electrolyte 
(cryolite or other double fluoride of aluminium formed 
and maintained by the coolness of its walls), d is a 




steel plug with a mushroom head passing into the 
lower part of the cell. It makes a mechanical fit 
with the bottom of the iron box, and its junction 
therewith is protected by a layer of solidified electro- 
lyte. Its head projects into the bath of melted alu- 
minium. Above this is the fused electrolyte e, into 
^which dips the carbon anode f. The cell is covered 
by a fireclay slab a. It is evident that if found 
preferable this slab could be replaced by a hollow iron 
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lid, cooled by circulation of water so that it would 
protect itself against the electrolyte splashed up on to 
it from the bath. Such details as feeding and tapping 
arrangements are intentionally omitted from the illus- 
tration. 

In the H^roult process the source of the aluminium 
is alumina. The cryolite or other double fluoride of 
aluminium and sodium serves only as a solvent for 
the alumina. , The case may be likened to that of the 
electrolysis of zinc chloride dissolved in water, where 
the water acts simply as a solvent, the products being 
zinc and chlorine. The products are, therefore, alu- 
minium at the cathode and oxygen at the anode. 
The anode, being of carbon, is attacked by the oxygen 
there produced and yields carbon monoxide. If this 
attack be considered as an integral part of the process 
of electrolysis, the critical voltage for the Heroult 
process will be that corresponding with the equation — 

Al203 + 3C = Al2 + 3CO, 

which requires 306 Cal, corresponding with a pressure 
of 2-2 volts. This reduction of voltage from the 2*82 
requisite for the electrolysis of AljOg with an unattack- 
able anode is, however, dearly bought by the consumption 
of expensive carbon anodes. This corrosion of the anode 
is a serious item of expense, as will be seen when 
the whole cost of the process is considered below. The 
reason is that although chemically carbon in any form 
would suffice for combination with the oxygen, yet 
for working conditions it is necessary that the carbon 
should be of the best electrode carbon, mechanically 
fairly strong, sound and homogeneous, of good con- 
ductivity and nearly free from ash. The ash, consisting 
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chiefly of silica, alumina, and oxide of iron, will dissolve 
in the electrolyte and eventually contaminate it ta 
such an extent that the aluminium produced will be 
no longer pure, but will contain silicon and iron, both 
objectionable impurities ; ultimately the collection of 
impurities in the electrolyte will compel its renewal 
or purification, the former being probably the more 
practicable proceeding. For the production of pure 
aluminium it is necessary also to use a moderate cur- 
rent density ;• if a certain maximum be exceeded, sodium 
and fluorine will appear iat the cathode and anode 
respective^. The extreme chemical activity of fluo- 
rine makes it highly objectionable, because of its cor- 
rosive action on everything with which it may come 
in contact, while the occurrence of sodium in the 
aluminium causes the metal to be easily oxidised, the 
oxidation taking place locally and leading to serious 
deterioration. 

Provided a proper supply of alumina be maintained 
there should be no risk of decomposing NaF, for its heat 
of combination is approximately 100 Cal, corresponding 
with a critical voltage of 4*3 volts as against 2-82 for the 
decomposition of Al^Oj, or 2*2 volts of the oxidation of 
the carbon anode is assumed to act as an auxiliary source 
of electrical energy. This diminution of voltage (suppos- 
ing it to occur) by no means compensates for the cost 
of the carbon electrodes ; it would be better to work with 
insoluble electrodes, e.g. of platinum, were that feasible. 

The H^roult process was first put to work at Neu- "X 
hausen in 1888, 300 h.p. being used. In the following 
year the right to use 4,000 h.p. was acquired. The plant 
put down consisted of two turbines of 600 h.p. each and 
one of 300 h.p. The turbines were arranged horizontally, 
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their vertical shafts carrying the dynamos at their upper 
end. This simple ax«d compact arrangement has since 
been adopted at the great power house at Niagara, and 
in many situations is the best that can be desired. A 
further increase has since been made by putting down 
five more turbines, each of 610 h.p. driving dynamos, 
each of which gives 7,600 amperes at 66 volts. The 
whole installation suffices for the production of 2,500 
kilos of aluminium per day of 24 hours, or for a working 
year of 300 days, 750 tons. There has been a further 
increase of plant lately, and the output has risen to 1,800 
tons per year. This rapid development has been equalled 
by other installations, and at the present time the 
world's output of aluminium cannot be far short of 7,000 
tons per year. Considering the comparatively limited 
and special uses of the metal, it is remarkable that this 
quantity should find a market. \ 

The H^roult process is in use at Foyers, in Scotland, 
where 3,000 h.p. are available, corresponding with a 
capacity for an output of 4,000 pounds per day, i.e. 535 
tons per year of 300 days. The raw material for this 
works is obtained from bauxite at Lame, in the north of 
Ireland. The preparation ..of pure alumina is necessary 
as a preliminary stage in all modifications of the H^roult 
process, and a description of the method may be usefully 
given. 

The bauxite has the following average composition : — 

Per cent. 

Alumina 56 

Ferric Oxide j. .3 

Silica ^. . 12 

Titanic Acid . • 3 

Water . ► .. 26 

loe 
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The material is crushed so as to pass a quarter-incH 
mesh sieve, and is gently roasted in a revolving calcining 
furnace, the temperature being regulated so as to destroy 
any organic matter and ensure that all iron shall be 
present as Fe^O.,, and nevertheless not to render the 
alumina insoluble. The roasted material is powdered so 
as to pass a sieve having 30 meshes per linear inch, and 
is digested with a solution of caustic soda of specific 
gravity 1*45 at a pressure of 70-100 pounds per square 
inch. After digestion for two or three hours the solution 
is diluted to a specific gravity of 1*23 and is passed 
through filter presses, and afterwards through cellulose 
filters consisting of sieves carrying a layer of cellulose 
pulp, the whole contrivance somewhat resembling the 
laboratory apparatus known as a Gooch crucible. By 
this double filtration a satisfactorily clear liquor is 
obtained. In former processes for the manufacture of 
alumina, the alkaline aluminate was decomposed with 
00s and the alumina was thus precipitated. The dis- 
advantages of this process, apart from the cost of the 
OOs, are that any silica present in solution is also 
thrown down and contaminates the alumina, and more- 
over the alkali is converted into carbonate, and has to be 
recausticised before it can be used again for extraction. 
By Bayer's process, which is that now in use, the caustic 
solution of alumina is treated with a small portion of 
alumina precipitated in a previous operation ; it is thereby 
caused to deposit about 70 per cent, of its dissolved 
alumina if the solutionis well agitated and the precipita- 
tion allowed to continue for about 36 hours. The clear 
liquor is drawn off and the alumina washed in a filter 
press and dried to some extent by a blast of air, being 
then roasted at about 1,100° 0. = 2,012^ F. in order to 
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render it both anhydrous and non-hygroscopic. The 
latter quality is necessary, as otherwise the alumina 
would absorb water during storage and would not be 
fit to feed into the electrolytic cell. 

The caustic soda solution, diluted but retaining a 
portion of its alumina, is concentrated in a triple-effect 
vacuum evaporator to its original specific gravity of 1*45, 
and is then ready for the extraction of another portion 
of bfkuxite. It will be seen that tlie caustic soda serves 
merely to pick out the alumina from its accompanying 
impurities, and to deposit it, as it were by the word of 
command, in a pure state. 

Both silicon and iron are objectionable impurities in 
aluminium, and great pains are therefore taken to 
exclude both from the raw material (alumina). This 
necessity for the careful purification of ore (alumina) 
differentiates the manufacture of aluminium from that 
of any metal prepared by ordinary smelting processes, 
and adds considerably to the cost of manufacture. 
Indeed, the cost of the alumina necessary to produce 1 
pound of aluminium may be ^ to ^, the total manufactur-* 
ing cost of the aluminium. 

THE halt; PROCESS 

This is a process presenting matiy similarities to the 
Heroult. The raw material is purified alumina ; it is 
dissolved in a fused bath of aluminium fluoride and 
sodium fluoride mixed in about the proportions 
Al,Fe 2 NaF. The sodium fluoride may be replaced by 
calcium potassium or lithium fluoride. In the variops 
patents by which the process is disclosed the electrolyte 
is to be kept fused by external bedting. If this is 
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actually practised diflGlculties will certainly arise from 
the attack of the containing vessel by the electrolyte. 
It has been pointed out above (p. 169) that protection for 
the containing vessel may be best secured by a congealed 
coating of the electrolyte itself, and this is only possible 
when the heating is internal, Le. is produced by the 
passage of the current. If then the heating is internal, 
the Hall process is practically identical with the 
Heroult. 

An official description of the Hall process has beeni 
published by Hunt, the President of the Pittsburg Re- 
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duction Company, which uses the Hall process at New 
Kensington, Pennsylvania, and at Niagara Falls. At 
each place it has 1,600 h.p., with an output of about 
2,000 pounds per day of Al. It is intended to increase 
the Niagara works considerably. 

The vessel (a, see Fig. 26) containing the electrolyte is 
an iron trough lined with carbon plates b. It is made 
the cathode by connection with the dynamo by the 
copper strip and cable o. From a copper rod d the carbon 
anodes b, e are hung, and dip into the electrolyte f. 
They can be lowered as they are consumed. It is stated 
that the carbon lining is not sensibly affected, and that 
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lx)th it and the iron pot last a long time. This is very 
dubious if the heating is external. Under such condi- 
tions the electrolyte would soak through the carbon and 
be likely to attack the iron. 

The following details have been published by 
the inventor of the process. The chief raw material 
(alumina) costs about 2^(2.-3(2. per pound, and can 
be obtained in the requisite purity from various 
chemical manufacturers in the States, who prepare it 
from cryolite. It is, of course, hydrated and substantially 
free from all impurities save soda. Cryolite, costing 
about 3d. per pound, can be obtained from the same 
manufacturers. Hydrofluoric acid (necessary for the 
preparation of the aluminium fluoride) can be bought in 
quantity of the required quality at 2(2.-2^(2. per pound. 
Carbon for lining the electrolytic cells is prepared from 
good coke or retort carbon and tar baked in the usual 
way; the cost is about l}^d.-2d. per pound. The electro- 
lyte is prepared by treating a mixture of alumina, 
cryolite and fluorspar with hydrofluoric acid in a lead- 
lined vessel. The mass is dried, fused in the carbon-lined 
steel troughs described above, and electrolysed. After 
some hours, when the mixture is thoroughly fluid, 
alumina is fed in, and then functions as the electrolyte 
proper, as in the H^roult process. The separated alu- 
minium collects at the bottom of the carbon-lined cell,' 
care being taken to keep the electrolyte specifically 
lighter than the fused metal. This can be aided by the 
addition from time to time of the double fluoride 
AljPe 2 KF. The general rules to be observed in the 
manufacture of aluminium by this (or, indeed, by any 
cognate) process have been laid down by Hunt, whose 
authority has been cited above. 
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(1) The solvent, with its dissolved alumina, most be 

fusible, at a moderate temperature. 

(2) The solvent must dissolve alumina freely, e,g, 

must take up at least 20 per cent, at the 
working temperature. 

(3) The critical voltage for the solvent must be higher 

than that for the alumina. 

(4) The specific gravity ^ of the solvent at its working 

temperature must be lower than that of alu- 
minium at the same temperature, so that the 
metal may collect at the bottom of the cell. 

The same writer supplements Hall's earlier account 
in several respects. Thus the solvent may be formed of 
various fluoride mixtures and yet comply with the con- 
ditions laid down above. The solvent most commonly 
used is one of 677 parts by weight of aluminium fluoride, 
261 of sodium fluoride, and 234 of calcium fluoride. The 
ingredients may be fused in separate vessels or in the 
electrolytic cell by the passage of the current. It should 

^ The specific gravity of solid aluminium is not higher than 2*7, 
and that of cryolite Ls about 3. When these materials are fused, 
however, the alteration of their specific gravities is very con- 
siderable, and the relation of the specific gravities is reversed. 
Bichards has published an interesting table which shows why it 
is possible in the Heroult and similar processes to keep the sepa- 
rated aluminium at the bottom of the bath. 

8f 

Commercial aluminium .... 
Commercial Greenland cryolite 
Cryolite saturated with alumina . 
Cryolite mixed with aluminium fluoride 

in the proportion required by the 

formula AlsFe 2 NaF 
This mixture saturated with alumina 
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be noted that this is not in accordance with the general 
tenor of Hall's patents, in which fusion is effected by 
heat extemially applied. When the solvent is fused, 
alumina to act as the electrolyte is fed in in the propor- 
tion of about 20 per cent, of the weight of the solvent, 
JEind this proportion is maintained as electrolysis proceeds. 
The bath is kept below 982° C. The separated aluminium 
is baled out from time to time. 

The descriptions of the H^roult and the Hall processes 
which have been given above show their principles and 
mode of working to be substantially identical. It may 
be accepted without much hesitation: — (1) that the 
electrolyte in each case is alumina dissolved in a fused 
mixture of aluminium fluoride and the fluoride of the 
metal of an alkali or alkaline earth ; (2) that the bath 
in each case is kept fused by the heat generated by the 
current itself ; (3) that carbon anodes are used; (4) that 
the cathode in actual working is or soon becomes a pool 
of liquid aluminium. The chief point on which full 
information is lacking is the nature of the containing 
vessel, having regard to the necessity for protecting it 
from the action of the fused electrolyte. The most 
reasonable and probable design has been given on page 
171. 

THE MINET-BERNARD PROCESS 

This process is the only other method of preparing 
aluminium which need be referred to. According to the 
patent taken out jointly by Minet and Bernard, the 
electrolyte is a mixture of aluminium fluoride and sodium 
chloride, fused in a metal vessel by heat externally ap- 
plied. The vessel may act as cathode, or a separate carbon 
cathode may be used ; the anode is of carbon. When 
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the vessel is made the cathode a portion of its substance 
is dissolved by the separated aluminium, and the metal 
obtained is only fit for the production of alloys. For 
pure aluminium a carbon cathode is requisite. It will 
be seen that the whole arrangement is very crude, and 
meets none of the difficulties which have been discussed 
above. The Minet-Bernard process is said to be in use 
at one works ; if this be true the process must have been 
considerably modified, and, it may be fairly assumed, on 
the lines which have been laid down in considering the 
H^roult process. 

OTHER METHODS 

The method of production of aluminium by the elec- 
trolysis of alumina dissolved in a fluoride bath is not 
without certain drawbacks. In the first place, the bath 
is highly destructive of most materials that can be used 
as containing vessels, and thus makes necessary the use 
of various devices, which have been described above, to 
prevent it from acting thereon. Secondly, expensive 
carbon anodes are necessary, and these are consumed by 
the oxygen of the electrolyte (alumina). Thirdly, 
these same anodes inevitably contain ash, consisting 
largely of silica and oxide of iron, impurities which 
dissolve in the bath and eventually contaminate the 
alumina. It is therefore not surprising that other 
methods should be worth considering. 

Before the advent of a practicable electrolytic method, 
many attempts were made to devise a chemical process 
cheaper than the chemical method of Deville. The key 
to all possible processes is this : alumina cannot be re- 
duced to aluminium at ordinary furnace temperatures 
by carbon or any other practically available reducing 
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agent. Its heat of combination is too high, viz. 392 
Cal. The reduction must therefore be eflfected in two 
stages, as in Deville's process, where the anhydrous 
chloride is first produced (heat of combination 322 Cal), 
and then this in turn is reduced with sodium. In like 
manner the anhydrous sulphide may serve as an inter- 
mediate step. AI3S3 has a heat of formation of 1244. 
The heat of formation of manganese sulphide is about 
46 Cal, so that the equation — 

AlgSj + 3Mn = Alg + 3MnS 
should be possible, as it would evolve 3 x 45 — 124*4 Cal, 
i.e. 10'6 Cal. Unfortunately pure manganese cannot 
be produced by any ordinary smelting operation, the 
material obtained always containing a good deal of iron, 
silicon and carbon. Thus direct reduction of aluminium 
sulphide by any ordinary chemical process is hardly to 
be looked for ; the sulphide itself has, however, certain 
merits as a material for electrolytic reduction. 

In the first place, its critical voltage is 0*89 volt, as 
against 2-82 for AlgOj. Secondly, its anode product is 
sulphur, which does not combine with carbon until a 
high temperature has been reached ; the carbon anode 
should therefore remain unattacked. These obvious 
merits have induced sundry inventors to devise pro- 
cesses in which the sulphide, instead of the oxide, of 
aluminium is to be employed. The great obstacle in the 
way of this class of process is the manufacture of alu- 
minium sulphide. AlgSg is decomposed by water yield- 
ing AlgOj and H^S, and consequently cannot be prepared 
by any wet method. The reaction — 

Al^Os + 3C + 3S = AlgSs + 8 CO , 
requires the addition of 211 Cal in order to bring it 
about. This may be met in some measure by using CS^ 
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instead of C and S independently (CS^ being an endo- 
thermic substance), and bringing into the reaction a 
store of energy previously acquired. If the equation — 

2 AljOj + 3 OS, = 2 AI3S3 + 3 CO3 

is possible, it would still require 10O6 Gal per gramme' 
equivalent of alumina converted into aluminium sul 
phide ; if the reaction took the form — 

AljOa + 3 CSg = AljSg + 3 GO + 3 S, 

there would still be lacking 168 Gal. These facts show 
clearly enough that the first necessity for processes pro* 
posing the electrolysis of aluminium sulphide is an. 
improv^ method of manufacturing that substance. 
According to the patents of Bucherer it can be obtained 
by the joint action of sulphur and carbon on alumina in 
the presence of sulphides of the alkali metals, double 
sulphides of the form — 

AljS, 3 NagS 

(thio-aluminates, in fact) being produced. The only 
additional source of energy heat which makes this pro- 
ceeding more hopeful than that expressed by the equa- 
tion — 

AlgOj + 30 + 38 = AljjSg + 3 00 

is the combination of Na^S with Al^Ss, and this is likely 
to yield but little energy. 

Assuming that aluminium sulphide is produced, it can, 
according to Bucherer, be dissolved in fused sodium chlo- 
ride and electrolysed as in the H6roult process. The 
fusion of the mixture may be effected either by the 
current or by external heating, the former for choice^ 
because fused sodium chloride attacks any material 
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available for a containing vessel. It is said that the 
Almnininm-Indnstrie-Aktien-Gesellschaft at Neuhausen 
(the company which first exploited the H^roult process) 
is trying a sulphide method, but no information as to 
its working has been made public. 

THE COST OP PRODUCTION OP ALUMINIUM 

Prom the foregoing pages it will seem that under 
even favourable conditions the amount of energy needed 
for the reduction of a given weight of alumina to 
aluminium is very large, viz. 272,222 joules per gramme 
equivalent, i.e. 4*6 grammes. Therefore an apparatus 
working with theoretical efficiency would produce 88"8 
grammes of aluminium per h.p. hour, i.e. 4*7 pounds per 
H.p. working for 24 hours. It is certain, however, that 
this theoretical efficiency is never approached. The 
current efficiency is not likely to be higher than BO per 
cent., and the voltage required will be not less than 
double the critical pressure, 2*8 volts. The energy 
efficiency will therefore be 50 per cent, x 50 per cent. 
= 25 per cent., and the output per h.p. hour not greater 
than 22-2 grammes, or say J ounce. This agrees with es- 
timates made by Bochers, based on small manufacturing 
experiments, and with the most reliable figures which 
have been published concerning processes actually at work 
on a large scale. It may be taken from these facts that 
a plant of 1,000 h.p. (net, delivered at the terminals of the 
electrolytic cell) will manufacture 194 tons of aluminium 
per year of 365 days of 24 hours each. This is not a 
large quantity of metal, and it is easy to see that an 
aluminium factory to have a fair output must be in 
a position to use several thousand h.p. In fact, in 
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this, as in many electro-chemical industries, 1,000 h.p., 
large as it seems from a mechanical point of view, is a 
<jonvenient unit to think in. The capital cost of a water- 
power plant must include the expenditure for dams, 
<5onduits, turbine pit, turbines with buildings, and land 
necessary for their accommodation. It will obviously 
vary greatly according to the circumstances of each case. 
If much civil engineering is required, i.e. if the water 
has to be impounded and a new and artificial outlet and 
■course have to be provided for it, the capital expenditure 
may be very large. But if the prospect of the under- 
taking's success is to be good, the total outlay for this 
work and for the power plant should not exceed £60 per 
electrical h.p. That is, a capital outlay of £260,000 
will be necessary for a single plant of 6,000 h.p., 
which, though certainly a good size, is by no means 
colossal, seeing that it is capable of producing no more 
than 1,000 tons of aluminium per year, the power being 
used continuously. Such a plant will yield power at the 
rate of about £4 per electrical h.p. year, allowance being 
made for interest, depreciation and running charges. 
This corresponds with £4,000 for 194 tons of Al, i,e. 
£20 128. per ton, or 2* 2d. per pound. The market 
price of aluminium is about Is, per pound, whence it 
appears that the cost of power, though a considerable 
item, is not so large as to make it certain that a source 
•of cheap power can be profitably used for the manufac- 
ture of aluminium, irrespective of other considerations, 
such as cost and accessibility of raw material. 

Probably the largest item of cost in the manufacture 
-of aluminium is the price of the alumina. About 2 
pounds of anhydrous alumina are needed to produce 1 
pound of aluminium, and the present price of alumina 
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of good quality made from bauxite is 2d. per pound. The 
next large item is the cost of the carbon electrodes. The 
calculated consumption of carbon is 66} per cent, of the 
weight of aluminium produced, but in practice it usu- 
ally amounts to 100 per cent. Taking the cost of carbon 
electrodes at 2d. per pound, the expe^diture on this score 
is as great as that necessary for power. The approxi- 
mate minimum cost of manufacturing aluminium may 
be set forth as follows : — 

Per poaod of 
Al prodttoed. 

Power 2'2d.^ 

Alumina 4* 

Carbon electrodes 2* 

Labour superintendence, interest on and repairs 

to furnaces 2* 

10- 2d. 

This estimate is so little below the market price of 
aluminium (Is. per pound) that it is probable that some 
of these items have lately decreased in cost. For example, 
alumina may well come down to £10 per ton (say Id. per 
pound), and carbon electrodes to a like figure. The 
minimum cost of aluminium would then be 7'2d. per 
pound, and its selling price may fall to 9d. per pound. 
At that price it is one and a half times the price of 
copper weight for weight, and less than half its price 
bulk for bulk, so that it can be freely used as an in- 
dustrial metal of moderate price. 

* An es-imate for the Hall process shows similar figures: — 

Per lb. of Al prodaoed^. 

Power 2' Irf. 

Alumina 6*3 

Carbon electrodes l* 6 

Miscellaneous . • 0* 6 

10- Qd. 
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USES OP ALUMINIUM 

There are three distinct directions in which aluminium 
is chiefly used : — 

(1) As a reducing agent. Vast quantities are em- 

ployed as an addition to steel when it is about 
to be c&st to reduce and remove any entangled 
oxide, to cause the metal to pour quickly and to 
produce sound castings. It is sometimes used as 
an addition to copper and copper alloys for a like 
purpose. In this case the proportion added is 
small — ounces per ton — and the aluminium, hav- 
ing done its work, passes from the metal, and 
may leave no recognisable trace in the finished 
material. The aggregate amount thus used is 
very large, although individual doses are minute. 
It is also used to reduce refractory oxides, 
such as that of chromium, and thus yield the 
metal in a pure state. 

(2) As an industrial metal for small ware and struc- 

tures where lightness and resistance to corrosion 
are required. The specific gravity of commercial 
aluminium ranges from 2*67 to 2*70. The metal 
can be worked as freely as brass, save that it is 
not readily soldered. All kinds of small articles 
for daily use — boxes, travelling cups and flasks, 
cooking vessels and such like — are made in large 
quantities, and are now cheap enough. Specially 
light boats may have their fittings of aluminium, 
or even be built of it entirely ; aluminium motor 
car bodies and engine cases are also made. 

(3) As a constituent of alloys. Aluminium added to 

copper gives alloys of great strength and high 
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meclianical utility. Similar good alloys are ob- 
tained when aluminium is added to brass. The 
quantities used range from 1 to 10 per cent, 
of Al. Another series of aluminium alloys is 
made by adding 1 to 10 per cent, of alloying 
metab, such as copper, nickel and tungsten, to 
aluminium itself. Alloys of this class are almost 
as light as aluminium, and a good deal stronger. 
They may often be substituted with advantage 
for unmixed aluminium, and used for the pur- 
poses already mentioned under section 2. 

IMPURITIES OP COMMERCIAL ALUMINIUM 
On account of its method of production by the electro- 
lysis of alumina, which is never quite pure, and by 
reason of the introduction of additional impurities from 
the carbon anodes, commercial aluminium almost invari- 
ably contains small quantities of iron and silicon. If too 
high a current density has been used or the bath 
allowed to become poor in alumina sodium may also be 
present. Thus commercial aluminium rarely contains 
more than 99 per cent. Al. A great deal of that put on 
the market is no better than 98 per cent., and a crude 
metal of 96 per cent, or lower is manufactured for re- 
ducing purposes. The following analyses show the 
nature and amount of the usual impurities in the better 
grades of aluminium : — 





L 


II. 


III. 


Al ... 
Si. . . . 
Fe. . . . 


99B9 
0-25 
016 


9000 
0-87 
0-13 


98-4B 
1-29 
010 




100-00 


100-00 


99-84 
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One of the impurities mentioned above, viz. sodium, is 
particularly objectionable, because the sodium, which is 
present in minute specks and spots segregated from the 
mass of the metal, oxidises readily and causes injury and 
corrosion. Even when oxidised it continues to cause 
corrosion, for the caustic soda produced itself acts on the 
aluminium surrounding it. 
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Magnesium, like aluminium, is a difficultly reducible 
metal which can be most economically manufactured by 
electrolysis. ^ Formerly magnesium chloride was reduced 
by means of sodium, but the metal thus obtained had to 
be purified by distillation. As magnesium boils at about 
1,000° C. = 1,832° P., this operation is somewhat difficult 
and costly, and its avoidance is accomplished by the use 
of the electrolytic process, which, if properly conducted, 
yields a metal sensibly pure. /* 

Magnesium chloride is the raw material. It is ob- 
tained in the double salt carnallite (KCl MgCl^ GH^O) 
from the saline deposits of Stassfurt. Whereas an 
aqueous solution of magnesium chloride, when evapo- 
rated to dryness, is largely decomposed, yielding magnesia 
and hydrochloric acid, one containing also the chloride of 
an alkali metal can be dehydrated without decompo- 
sition. The anhydrous double chloride is fused and 
electrolysed between a carbon anode and an iron cathode. 
The process presents analogies to that for the manu- 
facture of aluminium, but diflfers in the fact that the 
electrolyte is not the oxide of the metal dissolved in 
its fused halogen salt, but is the halogen salt itself. 
The essential parts of an apparatus for the electrolytic 
reduction of magnesium are shown in the accompanying 
drawing (Fig. 27) of one devised by Graetzel, which, in 
more or less modified form, is a type of the plant now 

employed. 
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A is a cylindrical steel vessel, made a cathode by the 
cable B. It is closed by an air-tight cover o, through 
which passes an entrance pipe d, conveying a gas, e.g. 
nitrogen, or furnace gases free from oxygen ; the surplus 
gas passes out by the pipe d. b is a porcelain cylinder 
open at the bottom, and having slits in the sides. This 
contains the carbon anode f, and carries a pipe a for the 
escape of the chlorine generated at the anode. The 
vessel A is filled with camallite, which is kept fused by 




Pio. 27. 



heat externally applied. The products of electrolysis 
are magnesium and chlorine. The first floats on the 
fused camallite, and is protected from oxidation by the 
atmosphere of nitrogen or other inert gas supplied 
through D. The chlorine liberated at the anode can 
pass freely away, and is hindered from casual entrance 
into the outer vessel by the porcelain cylinder e, which, 
nevertheless, permits free flow of the current and of the 
electrolyte itself. As is usual in the electrolysis of the 
fused salts of difficultly reducible metals, the design of 
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an apparatus which will yield the metal is comparatively 
simple ; the device of one which will be fairly permanent 
in actual manufacture is less easy. In that shown above 
no attempt is made to protect the walls of the outer 
vessel from the action of the electrolyte ; should this 
action be found severe, recourse must be had to the 
method described under Aluminium, viz. the cooling of 
the walls to form a protective crust. In this case the 
vessel itself could not be the cathode, and an independent 
cathode, as in the aluminium apparatus, would be neces- 
sary ; also the electrolyte would be kept fused by the 
current, and not by heat externally applied. 

It was noted above that the magnesium, as it was 
reduced, collected on the surface of the electrolyte. This 
is far from convenient, and necessitates, both in the 
present apparatus and in one of the aluminium type, an 
envelope for the anode, to hinder union of anode and 
cathode products. In the case of aluminium, although 
the solid metal is specifically lighter than the solid 
electrolyte, yet when both are fused the metal is the 
heavier. This convenient relation does not obtain with 
magnesium and camallite. It is possible that it might 
occur for some other feasible electrolyte, but exact data 
are lacking. The demand for magnesium is too small to 
warrant much technical investigation for the device of a 
perfect process. What is needed can be made, and its 
cost of production is a secondary matter. 

The heat of combination of MgCl, is 161,000 Cal. The 
critical voltage for its electrolysis is therefore 3-26 volts. 
The heat of combination of KCl + MgCl, to form car- 
nallite is probably so small as not to affect this value 
appreciably. In practice a high current density is used, 
e.g. 100 amperes per square foot of cathode surface, and 
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the voltage is correspondingly higher, in spite of the fact 
of fnsed carnallite being a good electrolytic conductor. 
There are certain details in the process which have been 
studied by Oettel, and are of interest in that they 
indicate the sort of difficulty not obvious from a con- 
sideration of the principles of a process, but prominent 
enough when it is put to work. In order to collect the 
magnesium which floats on the electrolyte, it is desirable 
that it should run together into large buttons. Minute* 
globules are difficult to collect and oxidise in proportion 
to their surface, which is relatively great. The cause of 
the failure of the metal to agglomerate in the desired 
manner is usually the formation of a thin skin of mag- 
nesia on the globules of metal, which prevents their 
mutual contact, much as dirt and oxide on mercury wiU 
prevent it from running together. This magnesia comes 
from the electrolysis of MgS04, present as an impurity 
in carnallite, the products of electrolysis being MgO and 
SO, and 0. This explanation is not completely convincing^ 
for it might well be supposed that MgO would dissolve in 
considerable quantity in fused carnallite, and would thus 
be harmless. Once dissolved it would be as readily 
reduced as MgClg, its heat of combination being nearly 
the same. A more likely cause seems to*be the presence 
of oxygen in the gas used as a neutral atmosphere for 
the cathode compartment. This would act on the small 
globules of metal asHhey rose from the cathode and 
swam on the surface of the electrolyte ; it would coat 
them with a film of MgO, and prevent their coalescing. 
Even if magnesia is fairly soluble in fused carnallite, it 
would not be promptly removed from these globules 
because they are not fully immersed in the electrolyte. 
The removal of this film may be accomplished by adding 
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fluorspar (calcium fluoride) to the melt ; in like manner 
a mass of magnesium globules mixed with camallite, 
such as will be obtained by ladling out the contents 
of the cathode compartment, may be caused to come 
together by adding fluorspar and heating. A clear 
melt and magnesium stripped from any coating of 
magnesia will result. Melted magnesium in bulk, and 
not in globules, can be handled without fear of its 
taking fire, or even oxidising largely, if it be kept not 
much above its melting-point, viz. 760® 0. = 1,382® F. ; 
if the temperature be allowed to rise to a good red heat, 
combustion will occur. 

The production of magnesium is more interesting as 
illustrating many principles of electrolysis applied to 
fused salts than important from a commercial point 
of view. The latest statement from what is the chief 
and perhaps the only factory now making the metal, 
viz. the Aluminium and Magnesium Works at Heme- 
lingen, is to the eflect that the demand for magnesium 
is decreasing. This may well be due to the preferential 
use of aluminium as a reducing agent ; even for flash- 
lighting, for which magnesium seems especially suitable, 
aluminium has been proposed as a substitute. Almost 
the only other purpose for which magnesium is em- 
ployed is as an addition to nickel to cause it to cast well. 
Here it doubtless acts as a reducing agent, and removes 
entangled oxide. As it does not alloy with nickel, the 
surplus magnesium does not appear in the finished 
casting. An alloy of magnesium with aluminium has 
lately been prepared which is said to be not easily corro- 
dible ; no obher useful alloy of this metal has yet been 
obtained. 
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Eefebence is made to the electrolysis of fused sodium 
salts, and the production of sodium, in the chapter on 
Alkali and Chlorine {q,v.). In the processes there dealt 
with, however, the production of sodium is incidental, 
and the metal itself is not isolated ; it serves only as 
an intermediate stage in the formation of caustic soda 
or sodium carbonate. When the metal sodium is the 
desired end-product, other methods than those there 
described become necessary. 

Sodium was formerly manufactured by distilling 
sodium carbonate with charcoal, the reaction being — 

Na^COs + O2 = Na, + 3 CO. 
This process needed a very high temperature, was 
costly in fuel and destructive of retorts, and was super- 
seded by the Castner process (a purely chemical method, 
not to be confused with the Castner electrolytic process 
for sodium, which is about to be described). 

In this process caustic soda was used instead of sodium 
carbonate, and the reducing agent was a mixture of iron 
and finely divided carbon made by heating together 
oxide of iron and tar. The function of the iron is to 
weigh down the carbon and keep it immersed in the 
fused NaOH. 

The reaction — 

4 NaOH + Ca =Na8C08 + Na^ + 2 H, + CO 
requires 106 Cal, instead of 186 Cal requisite for the 
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reduction of sodium carbonate formerly practised, and 
moreover takes place at about 800° C. « 1,472° F. instead 
of at about 1,500° 0. = 2,732° P. These advantages 
more than compensate for the use of the dearer raw 
material, caustic soda, in place of sodium carbonate. 

At the present time all chemical methods for the 
manufacture of sodium are obsolete. It is produced 
exclusively by electrolysis, the sole process employed 
being one devised by Castner, the inventor of the 
chemical method described above. It is noteworthy that 
the alkali metals were first isolated by the electrolysis of 
caustic alkalies by Davy, and that the same process is 
now the only method of commercial importance. 

THE CASTNER PROCESS 

As stated above, the raw material of the Castner 
electrolytic process for the manufacture of sodium is 
caustic soda. This substance, in its commercial state, 
always contains water (up to about 10 per cent.), and 
fuses more readily in consequence. As the water is 
driven off the melting-point rises, but never exceeds 
a low red heat. It is to this fusibility of caustic soda 
that the success of the Castner process is in a large 
measure due. The requisite temperature is manageable, 
and the apparatus is not rapidly destroyed, as it is when 
fused salt, for example, is used as the electrotype. Further, 
the gas evolved at the anode is oxygenJnot chlorine, and 
it is therefore possible to use iron anodes, which are little 
attacked by oxygen in alkaline liquids at moderate tem- 
peratures. A diagrammatic view of the Castner appar- 
atus is given in Fig. 28. a is a cylindrical steel crucible 
with an opening at the bottom through which the iron 
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cathode b passes. The crucible is set in a flue, so that 
the body of it is heated while the neck c remains cool. 
The caustic soda which fills the crucible consequently 
solidifies in the neck o, and protects the joint made 
between the cathode and the crucible. The anode n, 
which may be a cylinder with vertical slits to allow free 
flow of the electrolyte, surrounds the upper part of the 
cathode. This upper part is encircled by a cylinder of 




wire gauze e, depending from the collecting pot f. As 
electrolysis proceeds, fused sodium floats from the cathode 
and collects on the surface of the fused caustic soda in 
the pot F. It is hindered from straying into the anode 
compartment by the wire gauze, through which it can- 
not easily pass on account of its high surface tension. 
The extreme fluidity of caustic soda and the ease with 
which it wets aU surfaces allow that body, on the other 
hand, to pass freely through the gauze. 
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From the collecting pot the sodium can be baled from 
time to time. This pot is, of course, full of hydrogen, 
which serves to protect the sodium from chance oxi- 
dation. In actual work small quantities of hydrogen 
occasionally ignite ; thus a succession of small and harm- 
less explosions usually accompanies the process of elec- 
trolysis. 

It may be said that the -^orld's supply of sodium is 
provided by this process, which is at work at Oldbury, at 
several works in Germany, and at Niagara. At the last- 
named place the Electro-Chemical Company use about 
700h.p., supplied from the main power house at the Falls. 
The output possible for such a plant may be calculated. 
The heat of combination of NaOH is 102 Cal. The 
critical pressure necessary for its electrolytic decomposi- 

425 000 
tion is, therefore, ^^ 1^ volts = 4-4 volts. Assuming that 

this voltage could be used and that theoretical current 
efficiency could be attained, the output of 700 h.p. would 
be 102 kilos Na per hour, i.e. 732 tons of Na per year of 
300 days of 24 hours. In practice the joint current and 
pressure efficiency is not likely to be greater than 50 per 
cent., whence it follows that a plant of this size would 
turn out about 360 tons of sodium per year. The 
quantity is small, but probably ample for the require- 
ments of the market. Sodium is used only for a few 
special purposes, such as the manufacture of sodium 
peroxide, the production of cyanides, and for "quickening" 
mercury in gold amalgamation ; in the larger industries 
it has as yet found no place. In the future it may 
possibly be used as a compact, amenable and portable 
form of energy. 

Potasbium could doubtless be manufactured in the 
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same manner as sodium, bnt as it has no industrial use 
it need not be dealt with here. Small quantities are 
prepared for scientific purposes, probably by the older 
chemical processes. 

The third member of the alkali group, lithium, has 
no industrial use as a metal. 
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THE ELECTRIC FURNACE 

THE high temperature attainable in the electric fur- 
nace has not merely served to produce certain metals 
and alloys less easily won by older means, but has allowed 
of the preparation of many substances not previously 
known — at least in an industrial sense. "When the for- 
mation of a given product needs a temperature exceeding 
2,000° C. = 3,632° P. there is no choice in the matter, 
because ordinary processes of combustion cease at or 
below that temperature. By pouring electrical energy 
through refractory electrodes into a box made of a 
material which conducts heat badly, the temperature in 
the interior of that box can be raised to that of the 
arc (computed at 3,600° 0. ='6,332oF.), and reactions 
unknown at ordinary furnace temperatures proceed 
freely. For the further discussion of the principles of 
this method of heating, see Section I., p. 24. For the 
purpose of the present section it is sufficient to realise 
that by the use of the electric furnace it is possible 
to attain temperatures far above those which can be 
reached in any other way, and this without contact with 
any foreign matter other than the electrodes and the 
walls of the refractory box forming the furnace. 

Probably the earliest attempt to use this peculiar 
advantage of electrical heating was in the manufacture 
of zinc by the process devised by the Brothers Cowles, 
who heated a mixture of zinc ore and carbon in an 
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electric furnace, the zinc being reduced, distilled and 
collected (see p. 141). This process was not successful, 
because the temperature necessary for the reduction of 
zinc is not high enough to make ordinary furnace 
heating ineflTective. Wasteful as it is of heat, it is never- 
theless cheaper than electrical heating when the temper- 
ature aimed at is moderate. 

The same inventors adapted their furnace for the pro- 
duction of aluminium bronze. As this furnace is the 
type and forerunner of many modern electric furnaces a 
sketch of it in its simplest form may be usefully given. 




Fio. 29. 

A firebrick box a, fitted with a cover b having a hole for 
the escape of gases, is pierced with two openings one at 
each end, through which pass large carbon electrodes. 
These are coupled by heavy copper clamps to cables of 
large section. A large current may thus be passed into 
the box and a powerful. arc formed. The substance to be 
heated — ^in this case a mixture of alumina and carbon — is 
packed round the electrodes and fills the box. This form 
of furnace has been modified in various ways, but its 
type remains fixed. It is merely a device for heating by 
an enclosed arc.^ The Cowles furnace has now only a 
^ There need be no actual arc ; passage of the current through a 
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historical interest, but it was in many ways so well 
conceived and carried out that a short account of its more 
developed form may be given. 

In this f urnape, which was one of the latest forms in use 
shortlj' before the Cowles process for the manufacture of 
aluminium bronze was given up, the electrodes consist of 
bundles of large carbon rods and are inclined. The rods 
c, c are set in Inassive metal caps, which are of copper if a 
copper aluminium alloy is to be produced and of iron if 
ferro-aluminium is to be made. This is because the 
electrodes and their holder get very hot and the latter 
towards the end of the run may melt, mingling with the 




Fio. 80. > 

charge. The caps are connected by rods with the cables 
n, D. The holders slide in the tubes e, e, and are moved 
forward as required by the screws f, p, which pass through 
nuts attached to the rods and bear against the flanges 
of the guide tubes. A heavy fireclay cover with vents 
for the escape of gas completes the apparatus, which is 
throughout very simple and massive. The disposition of 
the charge is important. The brickwork constituting 
the body of the furnace is, of course, lined with firebrick, 

but this is by no means sufficiently refractory to resist 

• 
high resistance, such as that of a thin carbon rod or of the heated 
charge itself, will equally determine the production in the midst of 
the furnace of as high a temperature as that of the arc proper. 
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the high temperature which prevails in the furnace. 
It is, therefore, protected by a lining of broken charcoal. 
Lest this should become graphitic and agglomerate at the 
high temperature of the furnace it is- previously dipped 
in milk of lime, so as to leave a film of lime on each 
particle. Thus satisfactory isolation of the heated charge 
from the walls of the furnace is secured. 

The form of alumina usually employed in the Cowles 
process is corundum (crystallised aluminium oxide) ; 
the first charge consists of 15 kilos of corundum and 
30 kilos of granulated copper, with enough carbon to 
make the mixture conductive. To subsequent charges 
the slag from previous operations is added; this ma- 
terial is well worth working up, seeing that it con- 
tains about 30 per cent, of aluminium and 25 per cent, 
of copper, both present chiefly as metal. The charge is 
covered with coarsely powdered wood charcoal and a 
current of 3,000 amperes at a pressure of 50 volts turned 
into the furnace. This pressure is maintained as nearly 
as possible throughout the run, the electrodes being 
drawn back as the resistance of the charge decreases. 
About ten minutes after the current has been switched 
on, the air and moisture in the materials will be expelled, 
and the reduction of the alumina begins according to 
the equation — 

AlA + 3C = 3CO + AI3. 

The CO escapes at the vent holes and is burned under 
a chimney. The burnt gases, which may contain many 
mineral particles volatilised or carried away mechani- 
cally, are passed through a depositing flue. After two 
hours the electrodes are about 1*1 metres apart and the 
charge is worked off. The run is stopped and the elec- 
trodes are drawn back as far as possible into their pro- 
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tecting iron tubes so as to hinder their useless oxidation. 
"When the charge is drawn it is found to consist partly 
of unused charcoal, together with slag and unreduced 
alumina, and, as the desired product, a mass of crude 
aluminium bronze containing 14 to 20 per cent, of Al. 
From this, after analysis, alloys of determined com- 
position, e,g, 10 per cent, aluminium bronze, B per cent, 
aluminium brass, and the like, can be prepared. It is 
found that even with proper working up of the slag 
not more than two-thirds of the aluminium originally 
present in the corundum is recovered as metal. The 
output per H.P. hour is poor, being in the case just cited 
about 7'B grammes ; in later practice at Milton in 
England as much as 25 grammes per h.p. hour was 
obtained. The theoretical output can be readily calcu- 
lated. Thus the reaction — 

AljOg + 3C == 3C0 +A1, 
needs the expenditure of 305 Cal for its realisation, that 
is to say, 305 Cal are required for the production of 
64 grammes of Al. Now 1 h.p. hour = 646 Cal, whence 
it follows that it should produce 114 grammes of Al. 
An actual output of 25 grammes per h.p. hour, therefore, 
represents an efficiency of only 22 per cent. Apart from 
this low efficiency, the expenditure necessary for wood 
charcoal and electrodes is considerable, so that the process 
is comparatively costly. Further, the product is not of 
particularly good quality, for in the tumultuous sphere 
of reaction all oxides are reduced, and such impurities as 
iron and silicon tend to appear in the crude aluminium 
bronze. Thus it came about that as soon as the Heroult 
process and its congeners had been got to work success- 
fully the Cowles process for the production of aluminium 
bronze was superseded. At present it is generally pre- 
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ferable to prepare such alloys from the pure metals, but 
of course the alloys themselves could, if desired, be made 
in the H^roult furnace (p. 169) by using a cathode of 
copper or other metal to be alloyed with the aluminium. 
Indeed, the H^roult process was originally designed for 
the direct production of such alloys. 

The chief interest of the Cowles process lies in the fact 
that on its account a highly practicable form of electric 
furnace was devised ; also that it took advantage of the 
tendency of aluminium to alloy with certain metals 
rather than to form a carbide. If it is attempted to 
prepare unalloyed Al by the use of the electric furnace, 
the chief product will be AI4C3. In addition to this 
tendency to form carbide, there is another obstacle to the 
production of pure aluminium in the electric furnace. 
Moissan has shown that alumina even when liquid is 
not reduced by carbon, and that both bodies must be 
vaporised and their vapours very, strongly heated before 
the alumina is reduced ; the product then consists of alu- 
minium mixed with aluminium carbide. It is only when 
a metal is present capable of alloying freely with Al — and 
preferably, as in the case of copper, with the evolution 
of heat — that a carbonless product is obtained. According 
to the Cowles patents the original intention of the in- 
ventors was to form such an alloy and then remove the 
alloying metal, recovering pure Al. But such removal is 
impracticable, and the process naturally evolved itself 
into one for the production of alloys. 

The systematic and scientific study of the capabilities 
of the electric furnace is due almost entirely to Moissan. 
His investigations are far in advance of any industrial 
application which they have yet received, and afford 
accurate data for the manufacture of such of the various 
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carbides, silicides and borides as may from time to time 
be found commercially important. In view of this it is 
desirable that an outline of his work should be given 
here, in order that the applications already made may be 
the better understood. 

The starting-point of his researches was the study of 
the crystallisation of carbon, with especial regard to the 
production of the octahedral or diamond form of crystals. 
For this purpose it was necessary to cause a metal con- 
taining carbon in solution to solidify in such a manner 




Fio. 81. 

as to exercise great pressure on the carbon at the moment 
of its crystallisation. In order to saturate the chosen 
metal with carbon it was requisite to heat the metal 
far above ordinary furnace temperatures. Thus various 
forms of furnace were devised, in which the substance to 
be heated was kept apart as far as possible from the 
electrodes and from all other foreign bodies. The diffi- 
culty of finding a substance of which to construct the 
body of the furnace was considerable; eventually lime 
was chosen. A typical furnace is shown in Fig. 31. The 
body A is made of blocks of lime scooped out in the 
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middle to form a small cavity, into which the electrodes 
B, B project. The cables c, o are attached at the bottom 
of the clamps, so that they may not be burned by the 
torrent of flame which may burst out from the holes 
into which the electrodes pass. As will be seen, it 
consists essentially of the same parts as those of the 
furnace diagrammatically represented on p. 204. The 
chief difference is in the materials of the walls of the 
furnace, which in the former case are of firebrick and in 
the present instance of lime. The lime is not only 
enormously more refrsrctory than the firebrick, but is 
also a vastly worse conductor. With the aid of this 
apparatus Moissan was able to bring about novel re- 
actions and to prepare substances previously unknown 
industrially. 

By the use of this furnace with a small hearth on 
which the energy represented by an output of 100 h.p. 
can be expended, every known oxide can- be reduced or 
volatilised. Lime, magnesia, alumina and zirconia melt 
and volatilise freely. Carbon boils, and its vapour can 
be used to reduce refractory oxides also in ebullition. 
The chief conclusions to be drawn from Moissan's work 
having an industrial significance are as follows : — 

The stable form into which carbon, whether amorphous 
or crystallised as diamond, tends to pass is graphite. 
Under ordinary conditions carbon does not melt, but 
passes directly into the gaseous state ; if subjected, to 
high pressure, as it may be by suddenly cooling a liquid, 
e.g. iron, in which it is dissolved, it may be liquefied 
and then may crystallise as diamond. 

Lime, magnesia, molybdenum, tungsten, vanadium 
and zirconium may be fused. Silica, zirconia, lime, 
aluminium, copper, gold, platinum, iron, uranium, 
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silicon, boron and carbon may be volatilised. The 
oxides among these substances may be deposited in a 
crystalline form. Oxides usually regarded as irre- 
ducible, e.g. alumina, silica, baryta, strontia and lime, 
uranium oxide, vanadium oxide and zirconia, may be 
reduced by carbon in the electric furnace. Many metals 
which are reduced with difficulty in ordinary furnaces, 
such as manganese, chromium, tungsten and molybde- 
num, may be prepared in quantity. Moreover, in the 
electric furnace these metals can be obtained of approxi- 
mate purity in spite of their great tendency to unite 
with the oxygen and nitrogen of the air. It often 
happens that, when a metallic oxide is reduced with 
excess of carbon in the electric furnace, a carbide of the 
metal is first formed. From this the pure metal can 
usually be prepared by fusing the carbide with the 
oxide of the metal. The carbon is oxidised and an 
equivalent of the metal is reduced. The behaviour of 
such metals in dissolving carbon at high temperatures, 
in rejecting it on cooling, and in losing it when sub- 
jected to selective oxidation in general resembles that of 
iron, which is well known. One class of bodies is par- 
ticularly stable at the high temperatures attainable by 
the electric furnace — to wit, that comprising the carbides, 
borides and silicides. These substances are usually of 
simple composition ; SiO (silicon carbide), CaO, (calcium 
carbide), MugO (manganese carbide), Fe^Si (iron siUcide), 
FeB (iron boride), CB^ (carbon boride) will serve as 
examples. Some members of the group are extremely 
hard. Thus carbon silicide (or silicon carbide) is harder 
than emery, while boron carbide and titanium carbide 
may actually serve to cut a diamond — ^not merely to 
.polish it, as does silicon carbide, but to produce definite 
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facets. Others of the carbides have another claim to 
interest from an industrial as well as from a scientific 
standpoint* Every one knows nowadays that calcium 
carbide is decomposed by water and yields acetylene ; 
but it is not always realised that the property of thus 
giving rise to a hydrocarbon is general for a large 
number of similar bodies, e,g. the carbides of lithium, 
aluminium, thorium and cerium. Lithium carbide 
(LigCg) yields acetylene ; aluminium carbide (AI4C3) gives 
methane ; cerium carbide CeCj, a mixture of the gases 
acetylene, ethylene and methane, and a notable pro- 
portion of liquid hydrocarbons. This brief catalogue of 
facts will show how large a field for industrial research 
exists, and how well mapped are the paths by which it 
may be entered. 
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METALS PRODUCED OR REFINED 
BY THE ELECTRIC FURNACE 

As has been shown above, the production of aluminium 
has been attempted by means of the electric furnace 
without success. Aluminium alloys have been success- 
fully prepared in similar manner, but this mode of 
preparation is now superseded. Certain other metals of 
industrial importance can be prepared in quantity in 
the electric furnace, and there is reason to believe that 
it is the best and sometimes the only way of preparing 
them. For an account of such preparations it is 
necessary again to refer to Moissan's work. 

CHROMIUM 

Chromium has scarcely been known as a metal in the 
reguline state until the last few years. It can be pre- 
pared in the electric furnace first as a carbide and then 
as the pure metal. The production of " cast chromium " 
corresponding with cast iron, containing about 10 per cent, 
of carbon, can be eflfected by heating a mixture of Cr^Oj 
and carbon in the electric furnace. There is evidence of 
the existence of two definite carbides — CrgCg (containing 
13*33 per cent, of C) and Cr^C (with B4B per cent, of C), 
but the cast metal may contain from 1-2 per cent, up to 
the limit set by the higher carbide. The preparation of 
chromium containing only a small percentage of carbon 
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is not easy. It is true that the carbon can be removed 
by selective oxidation by fusing the crude cast metal 
with chromic oxide in a crucible lined with chromic 
oxide, but the resulting metal is " burnt," i.e. it con- 
tains a certain amount of oxygen. A better plan is 
to refine it by fusing it with lime. The tendency of 
lime to form calcium carbide causes it to remove carbon 
from the chromium, and by this method a metal with 
1-6-1 -9 per cent. C is obtained. Complete removal of C 
13 not practicable however in this way, because at this 
point oxidation of the chromium itself occurs, and the 
metal is ultimately converted into a calcium chromite. 
The object to be attained can be reached by the aid of 
this very body. Its tendency to oxidise chromium is 
not so great as that of lime per «c, and, therefore, when 
cast chromium containing carbon is refined in a fur- 
nace lined with this material, the oxidation and removal 
of the carbon take place in regulated manner. Pure 
chromium is obtained. It is a brilliant metal of a grey 
colour, rather lighter than that of iron, and though bard 
can be filed and polished without difficulty. The various 
statements as to the extreme hardness of chromium 
which have been current in text-books have probably 
arisen from the fact that the carbide CrjCg is extremely 
hard, scratching quartz and topaz but not corundum. 
Pure chromium has a specific gravity of 6*92 at 20*^ C. It 
is not attracted by a magnet. Its melting-point is higher 
than that of platinum, and cannot be reached by the use 
of the oxyhydrogen blowpipe; the carbides are less 
infusible. The metal keeps its polish in the air, is 
almost unattackable by acids, even aqua regia, and by 
fused alkalies. 

Chromium can be produced with ease in quantity and 
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of fair purity. A cast metal of the composition given 
below can be made in lots of 10 kilos at a time by the 
use of a current of 1,000 amperes at 70 volts, i.e. 94 b.h.p. 
The analysis of the metal gave : — 

Per cent. 

Cr 9714 

1-69 

Fe 0-60 

Si 039 

Ca Trace 



Such a material is well suited for adding to steel to> 
produce special alloys containing known quantities of 
chromium. These alloys, having for example 3-4 per 
cent, of Cr, are employed for making projectiles, and 
have been suggested for use in railway tyres, as they 
are both hard and tough. 

There is another method of preparing chromium^ 
which is in some respects better than the use of the 
electric furnace. Chromic oxide is mixed with alu- 
minium in powder, and is fired by a fuse composed of 
a mixture of aluminium powder and barium peroxide, in 
which a strip of magnesium is embedded so that it may 
be kindled. 

The heat of combination of aluminium with oxygen 
is so great that it causes not only the reduction of the 
Cr^Oj, but fuses the resulting Cr into an ingot. Such 
metal from its mode of preparation is free from carbon^ 
and indeed can be prepared of great purity. Even here, 
it is interesting to note, the method depends ultimately 
on an electro-metallurgical process, viz. the electrolytic 
reduction of aluminium (q.v.). 

The study of the properties of pure chromium pre- 
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pared by reducing chromic oxide by means of aluminium 
has led to remarkable results. W. Hittorf has found 
that although chromium is so powerfully electro-positive 
as to reduce zinc from its fused salts, yet in an aqueous 
solution of hydrochloric acid or of the chloride of an 
easily reducible metal it is inert. Solutions of the 
chlorides of zinc, cadmium, iron, nickel, gold, palladium 
and platinum are not affected ; cupric chloride and mer- 
curic chloride are reduced to their respective lower 
chlorides, but only when the solution is boiling. This 
greater activity in a solution at a high temperature is 
characteristic of the behaviour of chromium when used 
as an anode. At the ordinary temperature it is indeed 
dissolved, but not with the production of chromous 
chloride ; it forms chromic anhydride. As an anode in 
solutions of metallic chlorides at their boiling-point, 
however, chromous chloride is produced. Chromium 
which has been made an anode under such conditions 
as to cause it to yield chromic anhydride assumes a 
passive state, like that known to occur in the case of 
iron, and is incapable of reducing metals certainly less 
oxidisable than itself. The whole series of phenomena 
exhibits many anomalies, and has not yet received full 
explanation. It is sufficient here to indicate that a 
remarkable and interesting addition to our knowledge of 
the chemical qualities of a fairly common element has 
accrued from the happy facility for the preparation of 
refractory metals relatively pure and in a compact state 
which has been afforded us by electrolytic methods. 
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MOLYBDENUM 

This metal can be prepared in similar manner to 
•chromium. It may be obtained free from carbon by 
heating a mixture of the dioxide MoOg with defect of 
carbon in the electric furnace. It is white, has a density 
of 9-01, is as malleable as iron, and can be filed, and, when 
hot, forged. It is only slightly oxidised in ordinary air. 
When heated in contact with carbon it absorbs a small 
percentage of that substance, and can £hen be hardened 
by quenching in the manner characteristic of steel. It 
forms a definite carbide (Mo^C), which is hard and 
crystalline and has a specific gravity of 8-9. The pure 
metal is very infusible, the carbide somewhat less 
infusible. 

Molybdenum is used to a small extent in making 
special steels. Moissan proposes to employ it instead of 
manganese or aluminium to deoxidise steel in the con- 
verter. The advantages of this substitution would be 
that the oxide which would be produced (molybdic acid, 
M0O3) is volatile and would escape from the bath, and 
that the molybdenum which might be left in the metal 
would have similar properties to the iron with which it 
was mixed, notably in respect of its malleability and 
power of hardening when quenched. 

TUNGSTEN 

This is another metal of the same group as those 
already described. It is infusible save at the highest 
temperature of the electric furnace, in which it can be 
prepared by reducing tungstic acid (WO3) by carbon. 
When the carbon is used in defect, and the mass is not 
•completely fused, the pure metal results ; but if an 
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excess of carbon be employed, or if the reduced metal is 
fused so that it comes freely into contact with the walls 
of the crucible, it takes up carbon, giving a cast metal 
more fusible than pure tungsten. A definite carbide 
(W3C, containing 3-16 per cent, of carbon) may be 
prepared. It has a specific gravity of 16-06 at 18^0., 
and is hard enough to scratch corundum. Tungsten free 
from carbon is soft enough to be filed ; it can be forged ; 
it absorbs carbon readily and is hardened thereby, in 
this respect resembling generally molybdenum and iron. 
It is not attracted by the magnet ; its specific gravity is 
18*7. Tungsten, like molybdenum, is a metal which is 
used to a limited extent to produce special steels. The 
precise properties and merits of alloys of this description 
are not well understood, chiefly because they have not 
yet been subjected to the systematic study necessary to 
give us the precise knowledge which (thanks largely to 
the researches of Hadfield) we already possess of steels 
containing as characteristic constituents silicon, alumi- 
nium, manganese and nickel. The easy and relatively 
cheap manufacture of metals almost unattainable pre- 
viously in the pure state will lead to the examination of 
their capabilities as constituents of industrial alloys. 
Should such be prepared, the manufacture of metals of 
suitable degree of purity by the electric furnace can be 
begun at once on the basis of Moissan's investigations. 

As in the case of chromium, there is a rival method 
for the manufacture of tungsten, viz. the reduction of 
tungstic acid by aluminium. It is perfectly possible 
that this method may prove preferable to reduction in 
the electric furnace. Titanium, although at present of 
no industrial importance, may be mentioned, because ic 
has proved to be the most infusible metal which has 
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been prepared by the electric furnace, far exceeding 
chromium, tungsten, and molybdenum in this respect. 
It also has a strong tendency to form a nitride (TigN,) 
and a carbide (TiC). The formation of the nitride can 
be prevented by using so powerful a current that the 
temperature in the electric furnace is higher than allows 
of the continued existence of the nitride ; the carbide 
can be disposed of by re-fusing cast titanium containing 
carbon with excess of titanic acid (TiO,). Thus even the 
most refractory of bodies may be reduced, fused, carbu- 
retted, refined and decarburetted in quantity, and with 
complete ease and certainty, by means of the electric 
furnace, which thus takes rank as a valuable instrument 
of research and a powerful industrial apparatus. 
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The production of carbides by heating together certain 
metals or non-metals and carbon, or by reducing the 
oxides of these elements with excess of carbon in the 
electric furnace, is quite general, and has been closely 
studied by Moissan. He has arrived at the following 
conclusions : — 

At the high temperature of the electric furnace certain 
metals, e,g. gold, bismuth and tin, do not dissolve carbon. 

Copper will absorb only a small quantity, which suf- 
fices, however, to modify its properties considerably. 

Silver at its boiling-point dissolves a small quantity 
of carbon, and expels it on cooling in the form of 
graphite ; the metal containing carbon expands on 
solidification, just as does cast iron. Pure iron and pure 
silver contract on solidifying. 

Aluminium dissolves carbon and ejects it as graphite ; 
it also forms a carbide (Al^Cj). 

The platinum metals dissolve carbon, and eject it on 
solidifying as graphite. 

Calcium, strontium and barium form carbides of the 
type R'^Cg ; lithium yields Li^Cj. All these give acety- 
lene when acted on by water. 

Cerium, lanthanum and yttrium give carbides of the 
form CeCg, which, however, do not yield pure acetylene, 
but a mixture of that gas and methane. 

Manganese gives the carbide MugC, which decomposes 
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water with evolution of equal volumes of methane and 
hydrogen. 

Uranium carbide (Urfi^) gives methane, hydrogen, 
ethylene, and, what is most interesting, a quantity of 
liquid and solid hydrocarbons representing about two- 
thirds of its total carbon. On this and cognate facts 
Moissan has erected a new and ingenious theory of the 
mode of formation of petroleum. 

Other metals form definite carbides sharply distin- 
guished from the foregoing by their remarkable stability. 
Examples are Mo^C, WgC, Cr40, and OjCg. These are of 
metallic appearance, very hard, and fusible only at a 
high temperature. 

The carbide of the non-metal silicon (SiC) and that 
of the pseudo-metal titanium (TiC) are distinguished by 
their hardness, which exceeds that of corundum. 

Out of this long list, only two carbides are of industrial 
importance: the one, calcium carbide, belongs to the 
group of those carbides producing a gaseous hydrocarbon 
by the action of water ; the other, silicon carbide, is an 
example of the carbides which are useful because of their 
great hardness. 

CALCIUM CARBIDE 

In 1862 Wohler prepared calcium carbide by heating 
an alloy of zinc and calcium with an excess of carbon. 
The body was not isolated, but the fact was recognised 
that it evolved acetylene on treatment with water. 
Travers in 1893 heated a mixture of calcium chloride, 
carbon, and sodium, and obtained a grey mass containing 
calcium carbide. 

On the 12th December, 1892, Moissan published the 
following statement in a paper communicated to the 
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Acad^mie des Sciences : " If the temperature " (in the 
electric furnace) " reaches 3,00(P, the lime forming the 
furnace melts and runs like water. At this temperature 
carbon quickly reduces calcium oxide, and the metal is 
separated in quantity ; it unites easily with the carbon 
of the electrodes to form a carbide of calcium, liquid at a 
red heat and easily collected." This paper was supple- 
mented by a note to the Academic on 6th March, 1894, 
in which the facts were set forth that there is but a 
single carbide of calcium, that its formula is CaCg, and 
that it yields pure acetylene when decomposed by water. 

Towards the end of 1894 Willson announced that he 
had produced a substance giving acetylene when acted 
on by water, by heating lime and carbon in the electric 
furnace. His discovery appears to have been accidental 
and independent of Moissan's work, with which he 
seems to have been unacquainted. As soon as calcium 
carbide was recognised as a valuable commodity, Willson 
and others endeavoured to protect its production by 
patent. The state of knowledge at the time was, how- 
ever,, too well advanced to warrant the creation of a 
monopoly of this kind, and at the present moment it 
is doubtful whether any patents for the production of 
calcium carbide in the electric furnace, except such as 
relate to some particular form of furnace, are valid. 

Calcium carbide prepared in the electric furnace is 
a dark, semi-metallic-looking solid ; it can be broken 
easily, and its fracture is crystalline. Isolated crystals are 
reddish-brown in colour ; their sections under the micro- 
scope are seen to be transparent and deep red in hue. 
Calcium carbide has a specific gravity of 2*22. It is 
insoluble in all ordinary organic solvents. It bums 
when heated in oxygen, forming calcium carbonate ; 
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when fused it dissolves carbon, and on cooling deposits 
the carbon as graphite. This property is common to 
many carbides ; those of iron and molybdenum may be 
cited. The most noteworthy reaction of calcium carbide 
is that which occurs when it is brought into contact with 
water. Decomposition takes place smoothly according 
to the equation — 

CaCj + 2 H,0 = Ca(OH), + CgH,. 
Given that the carbide is pure, the yield of acetylene is 
that required by theory, and the gas is pure. Even 
with the industrial material these conditions are ap- 
proached. As might be expected, the carbides of barium 
and strontium (BaCg and SrC^) can be prepared from 
mixtures of the respective oxides with carbon by the aid 
of the electric furnace. Both furnish acetylene when 
treated with water. 

The manufacture of calcium carbide is carried out in 
a very simple apparatus. All that is necessary is a fire- 
brick box containing a charge of lime and coke, which 
can be fused together by the passage of a powerful 
current. Seeing that the production of calcium carbide 
is effected solely by reason of the high temperature 
attained in the electric furnace, and not by electrolysis, 
either an alternating or unidirection current may be 
used. The former is generally the more convenient, 
because it can be brought from a distance at a high 
voltage and transformed on the spDt where it is to be 
used by a stationary transformer. 

The simplest arrangement is that origiiially devised 
by Willson. It is shown in Fig. 32. The brickwork 
casing a is lined with carbon b, so as to leave a hollow 
which serves as the crucible. The crucible itself acts 
as one electrode, the other being a stout carbon rod c. 
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A small charge is placed in the cracible and an arc 
established. The electrode is gradually raised, and fresh 
charges are fed in. A fused mass of carbide is formed at 
the bottom of the crucible, and can be run off by the 




Fio. 32. 

tapping hole e. Although it would seem that a con- 
tinuous process could be worked in this manner, yet in 
practice it is found difficult to manage. Most of the 
furnaces actually at work are of intermittent type. 

One also devised by Willson, and used by him at 
Spray, North Carolina, is shown in Fig. )^3 which re- 
presents a pair built together. The electrode c consists 
of a bundle of carbon plates a, each 4 inches square and 
30 inches long. They are suspended from a thick cop- 
per rod, through which electrical connection is made, 
and this hangs by a chain passing over pulleys and 
controlled by a screw and nut d. The other terminal 
is connected with the iron plate e, on which rests a 
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layer of carbon f, composed of broken carbon pencils 
or a baked mass of coke and tar. 

The upper electrode is shown at its lowest point 
resting on the lower electrode, but it will be understood 
that as the charge is fused it is raised so that a conical 
pile of carbide is grad^ually formed. The current is then 
cut oflF, and the mass of carbide, after cooling, is with- 
drawn, broken up, and the fully fused, nearly pure part 
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Fi3. 83. 

picked out from the sintered, half-formed carbide, sur- 
plus coke, slag and similar debris. 

By a natural improvement on the Spray furnace, the 
King furnace has come into existence. It is shown in 
two sections in Figs. 34a and 346. 

The chief point of importance is the use of a small 
iron truck to contain the carbide as it is produced. The 
truck A, with its load of carbide, forms one electrode. It 
can be run into place and removed as required. It is pro- 
vided with trunnions k, k, so that its contents may be 
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tipped out. It is given a small reciprocating motion by 
the rod s, this being found useful in shaking down the 
charge and preventing the formation of channels in it, 
and also in slightly altering the position of the arc so 
that all parts of the charge are exposed to it in turn. 

The other electrode consists of a bundle of carbon plates, 
carried by a massive rod c, consisting of a conducting 
band of copper strengthened with side-bars of iron. In 





Air 



Fio. 34a. 



FiQ. 846. 



the figure this electrode is shown resting on the floor of 
the truck, but it will be understood the electrode is 
slowly raised as the charge is fed in and fused, until it 
reaches the top of the truck, which is then full of carbide 
and can be removed and replaced by another ready for a 
fresh run. The raw materials are fed into the furnace 
through the channels g, g, which contain small rotating 
blades to control the descent of the charge. The air 
flues shown are to keep the upper part of the furnace 
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fairly cool, the zone of fusion being confined to the 
truck. This class of furnace is semi-continuous, the only 
interruption to its working being that needed for re- 
moving and replacing the trucks. Many attempts have 
been made to construct furnaces strictly continuous in 
their operation, that is to say, having a continuous 
feeding-in of raw materials and a continuous discharge of 
fused carbide, but they appear to be less manageable than 
furnaces of the semi-continuous type. 

It may be noted that the fundamental reaction CaO + 3 C 
= CaCg + CO expends one-third of the carbon in producing 
carbon monoxide. A natural suggestion is to burn this gas 
and use the heat for warming the charge before it descends 
on to the hearth of the electric furnace, but this has not 
yet been realised in practice. An extension of the idea 
is to heat the charge non-electrically to as high a tem- 
perature as can be reached by ordinary furnace methods, 
leaving the electric furnace to raise its temperature 
through the remaining 1,000° C. or 1,600° C. necessary to 
cause the reaction to occur. A considerable economy 
might be expected from this procedure, because calorie 
for calorie the heat generated by the electric furnace 
is enormously more costly than that generated direct 
from fuel, but up to the present no practical realisa- 
tion of the idea has been attained. 

Borchers has suggested the enclosing of the electric 
furnace with a water-jacket, which shall serve as a boiler 
to generate steam from heat that would otherwise escape 
and from the heat of the block of fused carbide, which at 
the end of the run has to be left in the furnace to cool. 
This suggestion, even if carried out, would have but a 
trifling effect in reducing the cost of the carbide. 

Recently an attempt has been made to obtain a more 
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even distribution of temperature in a furnace using 
three-phase currents. A plant of 800 h.p. has been 
erected ai San Marcello d'Aosta, in Italy, according to 
the patents of Ricardo Memmo. The simplest form of 
discontinuous furnace for three-phase currents is shown 
in Fig. 35. 

The carbons, although converging, cover a considerable 
area, and fluctuations of current taken by the furnace, due 
to a high resistance at any given point, are less severe 




Fig. 85. 

than with the ordinary single electrode. The furnace has 
a capacity of about 70 cubic feet, and is made of brick- 
work, lined with refractory bricks. The bottom on which 
the fused carbide rests is made of magnesia bricks — mag- 
nesia being unattacked and not forming a carbide, as does 
lime. As shown in the figure, the carbons c,o,c (which are 
6 inches in diameter) are carried by stout iron rods a, a, a. 
These pass through bronze collars, and can be screwed 
up and down by the hand wheels b, b, b. The attachment 
of the carbon rods to their sockets is apt to cause trouble 
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unless special precautions are taken. The carbon should 
be inserted when both it and the iron are as hot as they 
are likely to become in practice, and any crevices filled up 
with a graphite cement. It is well to stop the run before 
the carbons are quite consumed, lest an arc form between 
the carbide and the holder, ruining the latter. 
A semi-continuous furnace for three-phase currents is 




Fio 86. 

shown in Fig. 36. The raw materials are fed in at the top, 
and fall on the cast-iron plate a, which is protected by a 
layer of graphite. As the fusion proceeds this plate is 
lowered by the screw b with its gear c. A column of car- 
bide is thus built up, the top of the column always form- 
ing one electrode and the three carbons jointly the other 
electrode. These are only moved slightly to compensate 
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for their gradual consumption. The carbide, when it has 
reached the lowest part of the furnace, is suiSiciently cool 
to enable it to be withdrawn, and the running of the 
furnace can be resumed. 

The quality of the raw materials for the manufacture 
of calcium carbide is of importance. Both lime and car- 
bon should be as nearly pure as possible. The lime 
should not only be free from siliceous impurities, but 
should also be free from magnesia. This base is un- 
"littacked by carbon at the temperature of the electric 
furnace ; it is not reduced, nor does it yield a carbide. 
The most convenient form of carbon is coke; charcoal 
can be used and contains a smaller percentage of mineral 
impurities, but it is inconveniently bulky. The coke 
should contain as little ash as possible. Coke of good 
ordinary quality contains about 10 per cent, of ash ; for 
calcium carbide manufacture the quantity should be con- 
siderably less — 6 per cent., or better if procurable. The 
lime may, of course, be used as carbonate, but this 
alternative is not desirable, because the work of decom- 
posing the carbonate is thrown on the electric furnace, 
the energy of which is costly. It is usually better to 
prepare the lime in an ordinary kiln. The comminution 
and mingling of the raw materials have been the subject 
of much study. It was at first supposed that the raw 
materials should be finely ground. Now, however, it is 
found that pieces as much as 1 inch in diameter will 
serve perfectly well, and the preparation of the raw 
materials resolves itself into a sort of cracking process 
instead of grinding. The machines most in vogue are of 
the coffee-mill type, eminently adapted to produce coarse 
fragments of uniform size almost free from dust. 

From the nature of the case, seeing that in the elec- 
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trie furnace the energy poured into it is eflfectively 
boxed in and must be transformed on tbe spot where 
it is wanted into heat of high temperature, it might be 
supposed that the manufacture of calcium carbide is & 
fairly efficient process. Enquiry shows that this is a- 
true view. The energy strictly necessary may be com- 
puted thus. Moissan has shown that the heat of forma- 
tion of calcium oxide is 145 Cal and that the reaction 
CaO + C3 = CaCj + CO takes place at 3,300^0. = 6,972° F. 
The specific heat of CaO may be taken as approximately 
012 ; that of carbon as 0-47.^ The energy necessary to- 
raise 56 grammes of CaO and 36 grammes of C to this 
temperature is 79*5 Cal. The formation of calcium car- 
bide from Ca and C is esteemed an endothermic reaction 
requiring 48 Cal. The total energy needed is, therefore, 
79-5 + 145 + 48 Cal = 2725 Cal. From this must be 
deducted the energy evolved by the oxidation of C ta 
CO, i.e. 29 Cal. Therefore, the energy to be supplied to- 
form 64 grammes of CaC^ is 2435 Cal. In this calcula- 
tion the energy absorbed or evolved by the formation of 
CaCg from Oa and Cj is a doubtful quantity. No reliable 
data have been arrived at. The estimate given is likely 
to err on the right side, the more so as no credit has been 
taken for possible regeneration by utilising the sensible 
heat of one charge for warming up the next. Thus it 
may be taken for practical purposes that the formation 
of 1 ton of CaC, requires 5,889 h.p. hours, or conversely 
for each h.p. per day of 24 hours 4*1 kilos of CaC^ may 
be formed. 
It must not be forgotten that this estimate includes 

* These values are confessedly approximate. That of carbon 
increases greatly with "the temperature, and the figure adopted 
applies to temperatures not lower than SOQ^ C. = 1,662° F. 
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the whole of the heat needed to raise the raw materials 
to the temperature of the reaction and supposes that this 
heat is lost. In practice at least a portion of it will be 
used in pre-heating the raw materials before they are 
exposed to the full temperature of the furnace. In like 
manner no credit is given for the heat which can be 
obtained by the combustion of the CO evolved in the 
production of the carbide. The output claimed by some 
works is as much as 5 kilos per h.p. per 24 hours, but it 
is probable that this is carbide containing only 90 per 
cent, of actual CaC,. 

The substantial correctness of these figures is proved 
by the data published concerning the only trial which 
has been fully and fairly made and published. In 1896 
an American paper, The Progressive Age, retained Messrs. 
Houston, Kennelley, and Kinnicutt, electricians and 
chemists of repute, to make experiments at Spray, North 
Carolina, on the cost of production of calcium carbide. 
These experiments were on a manufacturing scale, and 
appear to have been well conceived and well executed ; 
their results were published in full and without comment. 
The plant used consisted of a turbine of about 300 h.p., 
coupled to alternators which delivered current at 1,000 
volts to transformers, whereby the pressure was reduced 
to 100 volts. Two furnaces were used, each with a floor 
area of 3 feet x 2 feet 6 inches, and having an iron base 
plate covered with carbon 8 inches thick. This served 
as the lower electrode ; the upper was a built-up carbon 
block 3 feet x 12 inches x 8 inches. It could be raised 
gradually from the base plate as the mass of calcium 
carbide formed thereon; its consumption was ^ inch 
per hour. The charge consisted of coke and lime, con- 
taining B2 per cent, of CaO and 37 per cent, of C, the 
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balance being moisture and impurities. At the start a 
few shovelfuls of this mixture were placed on the lower 
electrode, and an arc established between this and the 
upper electrode. Fresh portions of the mixture were 
added as the reaction proceeded, until the cavity of the 
furnaces was filled with a pyramidal mass of crude 
carbide. 

Two runs were made, each with a charge of 2,000 
pounds ; in each case an output of about 200 pounds of 
calcium carbide was obtained. The carbide gave 80 to 
8B per cent, of its calculated yield of acetylene. In the 
first run 193-1 h.p, for 3 hours was used, corresponding 
with 679*3 h.p. hours, i.e. 432 kilo- watt hours. In the 
second run the energy consumed was equivalent to 195*3 
H.p. for 2 hours 40 minutes, corresponding with 520*8 
H.p. hours, or 388*5 kilo-watt hours. Taking the output 
of carbide as 200 pounds in each run, the first gives 3*76 
kilos of 80-86 per cent, carbide per h.p. per 24 hours, and 
the second 4*15 kilos for the same expenditure of energy. 
These values are well below the 5 kilos provisionally 
fixed above, and have the advantage over the various 
figures commonly quoted of having oeen derived from 
actual experiment. The cost of the carbide prepared in 
these experiments may be calculated thus : The plant is 
one delivering 200 e.h.p., and turns out 4 kilos of 85 per 
cent, carbide per h.p. p?r 24 hours — in all, 292 tons per 
year of 366 da3'^s, running day and night. This may be 
conveniently stated as 327 short tons (of 2,000 pounds), 
because the remaining figures are taken from the Amer- 
ican source cited above and refer to this unit of weight. 
The cost of power per h.p. year is 6 dollars.* The capital 
expenditure for the plant (other than power plant) is 
' This is very low ; 10—20 dollars is a more ordinary figure. 
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12,000 dollars. Taking labour for making the carbide at 
11 dollars per day ; lime at 6*3 dollars per ton ; coke at 
4*6 dollars per ton, and carbon for the electrodes at 6 
cents per pound, the cost of producing 292 tons of carbide 
is found to be as follows: — 

Dollars. 

Power 1,200 

Interest and depreciation .... 1,200 

• Labour 4,015 

Lime 1,260 

Coke 1,134 

Carbon electrodes 450* 

9,259 
This works out at a little more than 28 dollars per ton 
of 2,000 pounds, i.e. £6 6s, per ton of 2,240 pounds. In 
this estimate, which, though confessedly only approxi- 
mate, is based on actual prices and experimental data, 
the chief points to be noted are that it is much below the 
present selling price of carbide, which is about £16 per 
ton of 2,240 pounds ; that the cost of power is low, and 
that of labour and material high. All these items would 
vary largely according to the local conditions. Power 
(even water power) may well cost 20-25 dollars per year, 
and per contra the price of lime may be not more than 
3 dollars per ton, and that of coke 2^ dollars per ton. 
Thus, though the cost of power is a large item, yet it is 
not of such preponderating importance as to make a 
calcium carbide factory necessarily a success because 
it can obtain the energy it requires at a low rate ; tho 
industry may be hampered beyond hope by dear and bad 
coke and lime. These considerations are of particular 

^ This is 80 considerable an item that in well-equipped works the 
carbon electrodes are made on the premises, not bought from an 
electrode manufacturer. 
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importance when considering the prospect of success pos- 
sessed by a given scheme for utilising water power in a 
manufacture of this kind. 

As regards the conditions to be especially kept in view 
by the manufacturer, it is sufficient to say that the raw 
* — iSaterials of each charge should be converted as nearly as 
possible completely into calcium carbide, to avoid the 
necessity of heating them over again as will be requisite 
if they have to be worked up with the next charge ; 
but, however carefully the operation is conducted, there 
is likely to be a comparatively large part of the charge 
which has served as a protection and envelope to that 
which has been fused, and must be reworked or thrown 
away. Slag and similar inert products must be picked 
out. The quality of the carbide should be measured by 
the volume of acetylene which a given weight evolves 
when acted on by water, and the material should be 
bought and sold on this assay. 

One kilo of pure CaCg evolves 3484 litres of acetylene, 
the gas being measured at a pressure of 760 mm. and a 
temperature of 0° C. This quantity corresponds with 
6*587 cubic feet for 1 pound. The commercial product 
- rarely gives more than 300 litres per kilo, and often only 
280 or even less. Even the better of these is only 86 per 
cent, of full strength. It is clear, therefore, that a good 
deal may be done to improve the quality of calcium car- 
bide as now manufactured. 

SILICON CARBIDE 

The other carbide of industrial importance is silicon 
carbide (SiC), which can be prepared synthetically by the 
direct union of its elements at the temperature of the 
electric furnace. Commercially, the oxide of silicon, i,e. 
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silica such as quartz, is used as the source of silicon, 
which is reduced from silica by carbon and combined 
with a further quantity of carbon at a single operation, 
according to the equation SiO^ + 3 C = SiC + 2 CO. 
The commercial name for silicon carbide is carborundum, 
a word constructed to convey the idea that the material 
is of the nature of corundum (crystallised alumina), but 
contains carbon. Of course, there is no chemical similar- 
ity of carborundum to corundum. Pure silicon carbide 
is colourless and crystallises in hexagonal plates. It 
contains 70 per cent, of silicon and 30 of carbon; its 
specific gravity is 3*12 ; it is hard enough to scratch ruby. 
It is extremely stable and does not oxidise even when 
heated in air to whiteness. It is insoluble in all acids, 
but is attacked by fused caustic potash. This great re- 
fractoriness is in striking contrast to the ease with which 
the other industrial carbide, calcium carbide, is decom- 
posed by water. Although pure SiC is colourless, the 
crystals usually obtained from materials not perfectly 
free from iron and similar impurities are slightly coloured, 
and may be blue, yellow, or brown. The commercial pro- 
duct is dark brown or black. Its manufacture is con- 
ducted in the following manner: — 

The furnace used is built of bricks put together without 
mortar or cement, both because of the need to allow free 
escape of gases and because the whole structure has to 
be pulled down at the end of this run. The furnaces 
at the works of the Carborundum Co. at Niagara, which 
appears to be the only manufactory in existence, are about 
16 feet long, 7 feet high, and 7 feet wide. At each end 
is a heavy bronze casting to which the leads are con- 
nected, and which on the inner side carries a bundle of 
sixty 3-inch carbon rods 2 feet long. These project into 
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the f urnfiice cavity proper, and between them is a cylin- 
drical mass of coarsely powdered coke making electrical 
connection between the carbon electrodes; this core of coke 
is about 9 feet long and nearly 2 feet in diameter. Thus 
it will be seen that the manufacture of silicon carbide, 
unlike that of calcium carbide, is eflTected by heating 
a resistance and not by an arc. The general arrange- 
ment of a carborundum furnace is represented diagram- 
matieally in Fig. 37. a is the . loosely-built brick box, 
carrying the heavy metal holders b, b, to which the 
cables are attached. The carbon rods o, c are set in these 
holders and project well into the furnace. The conduc- 
tive cylinder of broken coke is shown between the ends 







Fiu. a7. 

of the carbon rods at d. The charge which is packed 
round this heating core and fills up the cavity of the 
furnace, consists of 34*2 per cent, of coke, 64*2 per cent, 
of sand, 9*9 per cent, of saw dust, and 1-7 per cent, of 
^common salt ; * it weighs about 10 tons, and the yield 
of carborundum from this quantity is not more than 
2 tons. The calculated yield of 10 tons of silica and 
carbon mixed in equivalent proportions, ie. 62*5 per 
cent, of silica and 37-6 per cent, of carbon, is 4J- tons of 
silicon carbide, whence it will be seen that the output is 
poor. For a furnace of the size given about 1,000 h.p. is 

^ The function of the sawdust and coke is not clear. 
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required. When the current is switched on heating pro- 
ceeds slowly until, af fcer about 2 hours, carbon monoxide 
is evolved at all openings in the rough brickwork and 
from the upper surface of the charge, and there burns 
with a blue flame. When the current has been passing 
for some 12 hours the outside of the mass becomes red- 
hot; the process is continued for another 12 hours, 
by which time it is found that the reaction has pro- 
ceeded as far as it is feasible to push it, and the current 
may be switched off and the furnace allowed to cool. On 
pulling down the walls of the furnace the charge is 
found to be composed of several layers ; the outer con- 
sists of about 11 per cent, of salt (volatilised from the 
inner part of the charge), 56 per cent, of silica, and 33 
per cent, of carbon, this representing the portion which 
has not been hot enough to form silicon carbide. Within 
this is a layer of harder material of a greenish colour 
and roughly concentric with the core ; this consists of 
amorphous silicon carbide mixed with unaltered raw 
materials. It is not hard enough to be used as carborun- 
dum, and has to be worked up with the next charge. 
The next inner layer is crystallised silicon carbide, car- 
borundum proper. The crystals constituting this layer 
are small on the outside, and increase in size towards the 
core. The total thickness of the useful layer may be 
some 16 inches. Within this again is the core of coke, 
which has been converted into graphite by the high 
temperature to which it has been subjected. The layer 
of properly crystallised silicon carbide is broken up, 
crushed in edge runners, washed with water and acid, 
dried, and graded by sieving. The following analyses 
illustrate its composition : — 
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XL 


Si ... . 
c . . . . 
FeA + AlA . 
CaO . 
MgO. . . . 


62-70 

86-26 

0-98 

0-11 


69-10 

80-20 

0-49 

0-lB 




100-00 


99:94 



Carborundum is used as an abrasive. Its extreme hard- 
ness makes it preferable even to emery for some purposes. 
Built-up carborundum wheels are stated to cut so much 
more freely than emery wheels that the article being 
ground is much less heated than it would be by an emery 
wheel. In this country the use of carborundum is very 
small, the only grinding apparatus made from it being 
the tiny wheels used by dentists. It has been proposed 
to use silicon carbide as a means for adding silicon to 
steel in regulated amount, but at its present price 
(about 1*. a pound) it is too dear. The electrical power 
needed for producing carborundum has been reduced 
from IB'B to 8*6 kilo- watt hours per kilogramme. The 
output of the Niagara works for 1897 is given as about 
600 tons. 
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No borides are as yet prepared on an industrial scale. A 
few words may, however, be added to those already set 
do\«n in an earlier part of this section concerning Mois- 
san's wotk on the synthesis of borides. 

Boron, like silicon and carbon, combines with certain 
metals and non-metals to form bodies which are stable 
and of simple composition. Examples are the borides of 
iron, nickel, and cobalt— FeB, NiB, CoB — and CBg. The 
first three can be prepared at ordinary furnace tempera- 
tures, but carbon boride is a typical product of the electric 
furnace ; it is formed when the two elements are heated 
together at a temperature of about 3,000^ 0. = 6,432° F. 
Good crystals can be obtained when the union of the 
constituents is brought about in a bath of copper or silver 
acting as a solvent. Carbon boride (CB^) crystallised 
from fused copper is a black crystalline substance of 
specific gravity 2*61. It ignites when heated in oxygen 
to 1,000° 0. = 1,832° F., but burns with difficulty because 
the boric anhydride produced forms a protective skin. , 
It is insoluble in all acids, but is attacked by fused 
alkalies. Its most noteworthy property is its extreme 
hiardness. Silicon carbide is considerably harder than 
corundum' but nevertheless will only polish diamond 
without actually cutting it ; carbon boride, however, will 
cut diamond, not perhaps as well as diamond itself, but 
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Btill definitely enough. In the scale of hard materials 
diamond must still stand first, but next to it is carbon 
boride, then silicon carbide, and perhaps corundum as the 
fourth. The industrial preparation of carbon boride as 
an abrasive may prove useful and remunerative. 
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Certain of the silicides are already of commercial im- 
portance. The use of ferrosilicon as an addition to steel, 
to raise its silicon contents and to reduce any oxide which 
it may contain and to cause it to pour quietly, has long 
heen practised. It is possible to substitute silicon itself 
or silicon carbide (see above) for ferrosilicon, but at pre- 
sent prices these materials are too dear for commercial 
use. A definite iron silicide (Fe^Si) can be isolated by 
dissolving in dilute nitric acid the siliciuretted metal 
obtained by fusing together iron and silicon, either in the 
electric furnace or at a more moderate temperature. A 
highly siliceous iron has a direct interest in electrolytic 
work in that it is not easily attacked by acids and has 
even proved serviceable for anodes in acid solutions. 
Chromium silicide (Cr^Si) is a similar body to IJ^egSi, and 
is obtained in a similar way. 

Silicide of copper containing 10, IB, and 30-35 per 
cent, of silicon is prepared as an article of commerce. The 
richest of these compounds corresponds approximately 
with the formula CuSi. Silicide of copper is employed 
instead of phosphide of copper as a reducing agent useful 
in the production of bronzes and other copper alloys, and 
especially for adding to copper itself to form so-called 
silicon-bronze, used for telephone and telegraph wire. In 
these materials silicon is not necessarily present in more 
than minute quantity ; having deoxidised the metal to 
which it has been added, it may disappear in the slag. 
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THE art of winning and refining metals on a com- 
mercial scale by means of electrolysis has been 
practised for but a short time, and in that time has 
undergone a very rapid development. The electro- 
deposition of metals in thin films to form replicas of 
embossed, incised or ornamented surfaces, or to cover, 
protect or embellish some other metal, is of older date, 
and at the present moment is somewhat eclipsed by the 
growth and importance of its congener. But, although 
electro- deposition (in this limited sense) maybe a smaller 
trade, it is absolutely large and of the greatest practical 
importance. Whilst it is true that such commodities as 
pure electrolytic copper and calcium carbide are neces- 
saries of modem industry, it is no less true that electro- 
types and electroplate are conveniences of modem life 
which could ill be dispensed with. 

The earliest application of electrolysis to the deposition 
of metals in thin films, exactly clothing and reproducing 
the surfaces on which these films are deposited, was 
made in the case of copper. The art of electrotyping, 
as it is now called, seems to have been discovered in 1838 
by at least three persons — Spencer, Jacobi and Jordan — 
almost simultaneously, and its obvious utility for the 
accurate reproduction of engraved objects was so great 
that its development was rapid. A year or two later an 
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efficient solution (that of the double cyanide) for the 
deposition of silver was discovered, and electroplating 
was established as an industry. 

Copper is the only metal which is used for producing 
electrotypes, though doubtless others could be employed 
if it were necessary or desirable to do so. Electrotyping 
differs from electroplating, nickel plating, and similar 
forms of electro-deposition in that the deposited metal is 
afterwards stripped from the siirface on which it has 
been deposited. Forming as it does an independent 
object, it must needs be of fair thickness, whereas a 
plating proper may be (and often is) the merest film. 
Thus in electrotyping it is necessary that the surface to 
be reproduced should not be so absolutely clean as to 
allow the deposited metal to adhere firmly to it; the 
faintest imaginable film of grease or oxide will prevent 
such adhesion. In plating, on the other hand, perfect 
adhesion is essential, and the art of the plater is directed 
to cleansing the surface of the metal to be coated so 
effectually that the deposited metal is afterwards in- 
separable. It is failure to attain this end which often 
causes plating to strip and expose the metal which it is 
intended to embellish or protect. 
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By use this term is confined to the formation of copper 
replicas of articles in relief or intaglio. The principles 
on which the art depends are simple, and may be 
gathered from what has already been said on the 
winning and refining of copper. In their early days 
electrotypes were produced by making the article to be 
copied the cathode of a Daniell cell. A rod of zinc in a 
porous pot filled with dilute sulphuric acid or zinc 
sulphate was coupled to the mould to be covered, which 
was immersed in a solution of copper sulphate sur- 
rounding the porous pot. The arrangement was then 
equivalent to a short-circuited Daniell cell, and as the 
zinc dissolved an equivalent of copper was deposited on 
the mould. In the ordinary Daniell cell designed for 
the production of a current to be used outside the cell, 
copper is deposited on the copper plate (which may be 
replaced by lead, carbon, platinum and the like), and 
is usually fully adherent. If, however, the copper plate 
be not absolutely clean the copper deposited may be 
detached, and its surface which has been in contact with 
the plate will exhibit faithfully the irregularities, such as 
dints or file-marks, which may have existed on the 
original plate. Such detached deposited copper is in the 
fullest sense an electrotype of the surface of the cathode 
plate. The application of the ideas here embodied is 
simple. A mould of some material which can be cast on 
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the object to be copied, so as to produce an exact copy, is 
made sufficiently conductive to serve as the cathode of 
any convenient source of current in an electrolyte con- 
sisting of sulphate of copper. The copper deposited on 
this mould is prevented from sticking too firmly to the 
mould by care in choice of the surface of the mould, 
which, though conductive, should not be perfectly clean, 
untarnished metal; otherwise the deposited metal ad- 
heres, and becomes a protective coat. 

For a full description of the various technical details 
of electrotyping, special works must be consulted. The 
more important requirements of the art are set forth 
below. 

In order to take a cast of the object to be copied, 
various compositions are used. Gutta-percha and mix- 
tures of that substance with fatty materials, plaster of 
Paris, and fusible metal are types of the various plastic 
or fusible substances which may serve to take an im- 
pression. If gutta-percha is used it is softened at a 
temperature of about 100° C. = 212° F., and when thus 
made plastic is pressed on to the surface to be reproduced. 
After cooling the gutta-percha becomes hard, and may 
be detached and used as a mould, from which the original 
object to be copied may be reproduced with exactitude. 
The set gutta-percha, though hard enough to retain fine 
lines, is yet sufficiently elastic to allow of the removal 
of the cast from an object which is slightly undercut, 
whereas fusible metal, plaster, or sealing-wax would 
obviously fail under these conditions. Various pre- 
scriptions for mixtures containing gutta-percha are 
available. One consisting of 66 per cent, of gutta- 
percha, 33 per cent, of lard, and 1 per cent, of Russian 
tallow is approved as suitable for making a mixture so 
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fliiid that it may be poured over the engraved plate and 
will copy the finest lines. In such prescriptions, which 
pertain rather to cookery than chemistry, there is usually 
some ingredient chiefly valuable as an aid to faith, as, 
for example, the 1 per cent, of tallow in that quoted. 
The mould when made from gutta-percha, or from a 
mixture of gutta-percha and some fatty material, is non- 
conductive, and is usually brushed over with plumbago 
so as to give it a conductive coating. On this the first 
film of deposited metal is formed evenly, and subsequent 
deposition is simple. The adhesion of the metal to the 
film of plumbago is slight, and the electrotype can be 
readily detached. 

Sometimes plumbago is incorporated with the gutta- 
percha mixture itself, but the rationale of the procedure 
is not obvious. It is not necessary to make the body of 
the cast conductive if the surface is a sufficiently good 
conductor to allow of the deposition of a film of metal ; 
when this is accomplished, no further aid to conductivity 
is needed. 

Plaster of Paris is not very well suited for making 
electrotype moulds. The ordinary grades are too 
coarsely ground to reproduce fine lines. Sharper im- 
pressions may be obtained with Keene's cement (which 
is calcium sulphate almost pure and completely de- 
hydrated), but its setting is slow. But, however they 
may be obtained, plaster casts are porous, and are slowly 
soluble in water, so that their sharpness would be 
blurred if they were exposed directly to the electrolyte. 
Accordingly they are protected by soaking them in 
paraffin wax or some similar waterproof material; the 
surface is made conductive by plumbago, as in the case of 
gutta-percha. 
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Fusible metal is a suitable substance of which to 
make casts. One of the best of the ordinary fusible 
alloys is "Wood's metal, composed of four parts by weight 
of bismuth, two of lead, one of tin and one of cadmium ; 
it melts at Ul^ F. = 60-6° 0. The <5onditions to be ful- 
filled by such an alloy are that it shall melt at a 
temperature conveniently low — ^low enough not to injure 
the object to be reproduced — and that it shall expand on 
solidification so as to force itself fully into contact with 
the object to be copied. Fusible metal evidently needs 
no coating to make it conductive ; rather, it requires an 
almost imperceptible film of oil or to be slightly tar- 
nished in order that deposited metal may not adhere to 
it. It is not much used because of its relatively high 
price; the inevitable waste in remelting and the pos- 
sible deterioration of the alloy limit the use of this 
material in spite of certain obvious advantages. 

Only one other moulding material need be mentioned. 
For work undercut or in high relief a flexible material is 
useful. This may be made from common glue, softened 
by soaking in cold water, and melted together with 
about one-quarter its weight of treacle. The com- 
position may be made waterproof by adding to it 2 per 
cent, of tannin, which combines with the gelatine of the 
glue to form an insoluble leather-like substance, or by 
soaking the finished cast in a 10 per cent, solution of 
potassium bichromate and then exposing it to strong 
light. Bichromated gelatine when exposed to light 
becomes insoluble in water, and the cast prepared from 
it may be immersed in an aqueous electrolyte without 
much risk. 

All these materials, except fusible metal aforesaid, 
need to be provided with a conductive film to enable the 
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first layer of metal to be deposited. AVhen plumbago is 
used it must be fine and perfectly free from grit, lest 
it scratch the delicate surface of the cast. Although 
plumbago is most commonly employed, various other 
substances will serve. Thus any finely-powdered metal, 
such as gold, silver, aluminium or bronze powder, may 
be painted or rubbed on to the mould. It is doubtful, 
however, whether any metal can be prepared by grinding 
its leaf or in other mechanical manner of as great fine- 
ness as that of plumbago ; an equally delicate coating 
is hardly to be expected. Metal may be chemically 
deposited on the mould in several ways. Thus by 
Parkes's method the mould is coated with silver by 
dipping it in a solution of phosphorus in carbon di- 
sulphide, and then in one of a silver salt. The phos- 
phorus reduces the silver and coats the cast. Similarly, 
the cast may be coated by any of the ordinary silvering 
mixtures, such as are used for coating glass surfaces with 
actual silver ; such mixtures, consisting of a silver salt 
with a reducing agent, e.g, Eochelle salt, aldehyde or 
formic acid, are freely employed in silvering mirrors, the 
process displacing "silvering" with mercury and tin. 
A film of silver obtained in this manner may have too 
clean a surface to be suitable for electro-typing, because 
the deposited metal may adhere to it ; this inconvenience 
may be remedied by slightly tarnishing the silver with 
sulphide. A metallic coating may be provided by im- 
mersing the cast in a solution of copper sulphate and 
sprinkling it with very fine filings of iron, these deposit- 
ing copper. All these methods are, however, relatively 
unimportant; covering with plumbago is the simplest 
device, and for most purposes the best. 

The mould, however it may have been prepared, is 
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coated with copper by making it the cathode in an elec- 
trolyte prepared by dissolving IJ pounds of crystallised 
copper sulphate in 1 gallon of water and adding J pound 
of sulphuric acid. A current density of 10 amperes per 
square foot will generally be found suitable. The con- 
centration of the electrolyte is maintained by the use 
of copper anodes, which should be of pure electrolytic 
copper. 

In short, the conditions to be observed are substantially 
identical with those necessary for refining copper elec- 
troly tically, save that, as the rate of deposition is usually 
not important and as pure materials may be used, a per- 
fect coating may be more easily obtained. The process 
may be continued until an adequate thickness of metal 
has been deposited. Frequently this is small, as the 
plate can be backed with a fusible alloy. Various 
devices are employed to obtain a satisfactory coating on 
irregular objects. An indented surface will receive on 
its depressed portions a smaller quantity of copper than 
will be deposited on its more prominent parts. The 
difficulty may be got over by using a small movable 
anode, e.g, a thick wire, which may be approached to- 
wards the depression and thus decrease the resistance 
at that point, correspondingly raising the current density 
on the cathode at that point to its normal value. The 
building up of copies of objects in the round and not in 
the form of plates more or less indented or embossed is a 
difficult and delicate art too remote from the subjects of 
this book to be treated of here. All necessary principles 
for the deposition of the metal when once the mould has 
been prepared have been already laid down. 

Copper is not commonly deposited to form a protective 
coating, as distinct from a thick layer which is to be 
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stripped and to reproduce the surface on which it has 
been deposited. In certain cases, however, it may be 
used thus. It may be deposited on iron and steel either 
itself to serve as a protection or to act as the basis for 
a coating of nickel. The application of copper to protect 
steel has been used for plating ships, but more as an ex- 
periment than in practice. There is no metal other than 
iron which would benefit sufficiently by a protective 
coating of copper to warrant the extensive use of copper 
electroplating, and in the case of iron certain difficulties 
arise. The coating must be perfect, as otherwise cor- 
rosion of the iron will take place at the exposed spot, 
all the more vigorously for the presence of the copper. 
Deposition from the ordinary coppering solution consist- 
ing of copper sulphate dissolved in water and acid with 
sulphuric acid is impracticable, because iron is capable 
per 86 of depositing copper from such a solution and the 
copper is apt to come down in a non-adherent condition. 
It is possible to " flash " iron with copper, i,e. to give it 
an extremely thin film by rapid immersion in a solution 
of copper sulphate, and possibly a good coating might be 
built up on this film if the article were at once made the 
cathode in a coppering solution. The general method, 
however, is to deposit the copper from an alkaline bath, 
which will not attack iron. In electrotyping, as stated 
above, it is essential that the surface of a metal mould to 
be copied, though conductive^ should not be chemically 
clean. In electroplating with copper, where perfect ad- 
hesion is essential, the metal to be coated must be cleaned 
most scrupulously. The process of cleaning is similar in 
most cases, whether copper or some other metal is to be 
deposited. The object to be coated is freed from obvious 
impurities by filing or scraping so as to present a smooth, 
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bright surface. If of iron which has been machined or 
finished bright it may have been greased to protect it 
from rust. In this case the grease is wiped off as com- 
pletely as possible, and the slight film remaining is re- 
moved by washing in a volatile solvent, such as benzoline 
or coal-tar naphtha. Seeing that the least trace of grease 
is objectionable in that it prevents the formation of an 
adherent film, it is usual to dip the goods in a hot 10 
per cent, solution of caustic soda after the bulk of the 
grease has been removed by the volatile solvent. The 
cleaned surface may still be tarnished with a film of 
oxide : this is removed by dipping in an acid bath con- 
taining 10 per cent, of sulphuric acid or 26 per cent, of 
ordinary aqueous hydrochloric acid. The acid is rinsed 
off with clean water and the plating begun at once. If 
delay occurs the metal will begin to oxidise again and 
the acid dip must be repeated. 

The perfectly clean iron goods are then coppered in an 
alkaline bath. That most commonly employed contains 
cuprous cyanide dissolved in an aqueous solution of po- 
tassium cyanide, being therefore similar to the solution 
of silver cyanide dissolved in potassium cyanide ordi- 
narily used for depositing silver (see below). Another 
type of alkaline copper bath is prepared by adding 
caustic potash or soda to a solution of a copper salt 
containing a tartrate. The presence of this organic acid 
prevents the precipitation of cupric hydroxide, and allows 
the formation of an electrolyte which is strongly alka- 
line, but nevertheless contains copper in solution. The 
well-known capability of ammonia to dissolve copper 
oxide, and thus to yield an electrolyte which is alkaline 
and nevertheless rich in copper, does not seem to have 
been used in the copper-plating industry. It is possible, 
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as Oettel has shown, to obtain adherent and coherent 
deposits of copper from an ammoniacal electrolyte, but 
it is probable that the necessary conditions must be ob- 
served somewhat too closely for convenience in an indus- 
trial process. Moreover there is always loss of ammonia 
going on, whereby the composition of the bath is altered 
and the air of the work-room made unpleasant. Such 
inconveniences occur to some extent with cyanide baths, 
but are absent from those containing an alkaline tartrate. 
Electrotyping, plating, and other arts depending on the 
deposition of metals electrolytically in thin films are 
now well-established trades. They have passed from the 
hands of the chemist and electrician to those of the 
works manager and foreman. Naturally, therefore, they 
have suffered an accretion of recipes. Save possibly in the 
art of tempering steel, there is no branch of metal-work- 
ing so fruitful in nostrums as that now under discussion. 
Some of the many complex baths which have been pro- 
posed contain ingredients the use of which is intelligible ; 
in others there are substances whose function is obscure ; 
in some occur materials apparently chosen by lot. A 
bath devised by Roseleur, which is suitable for iron and 
can be used for other metals, is prepared by grinding up 
8^ ounces of copper acetate with a little water so as to 
make a smooth paste, adding to this 3^ ounces of crystal- 
lised carbonate of soda and IJ pints of water. Copper 
carbonate and sodium acetate result from this reaction. 
The copper is then reduced to the cuprous state by the 
addition of 3^ ounces of sodium bisulphite, dissolved in 
1^ pints of water. The cuprous salt is then dissolved 
by potassium cyanide,* of which 3J ounces are used, dis- 
solved in 6 pints of water. This is probably an easy 
way of producing a cyanide solution of cuprous cyanide, 
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but there is no reason to suppose that an equally good 
result .could not be obtained by starting with cupric 
chloride, precipitating it with sodium carbonate, reduc- 
ing this with sodium bisulphite, and forming a double 
cyanide solution by adding excess of potassium cyanide. 
In like manner, one might equally well precipitate 
copper sulphate with caustic soda, reduce the precipi- 
tated cupric hydroxide with sulphurous acid, and add 
cyanide in excess. An electrolyte of the tartrate class 
may be prepared by dissolving BJ ounces of copper sul- 
phate in a gallon of water, adding 1^ pounds of Bochelle 
salt (double tartrate of potassium and sodium) and then 
13 ounces of caustic soda. In these alkaline baths copper 
anodes dissolve less readily than in the ordinary acid 
electrolyte, and it is sometimes necessary to maintain the 
strength of the bath by adding a fresh supply of a 
copper salt. When the iron goods have received a fair 
coating of copper in an alkaline bath they may be trans- 
ferred to the usual acid electrolyte, and the required 
thickness of copper obtained as in ordinary copper 
plating. The double operation and the need for obtain- 
ing a particularly perfect and somewhat thick covering 
of copper in order to protect the iron eflfectually make 
the use of copper plating on iron less common than 
would be expected from a consideration of its obvious 
advantages. It has, however, a considerable application 
in the coppering of rollers for printing designs on calico 
and other materials. Such rollers are of iron or steel, and 
are coated with copper thick enough to be engraved upon. 
The process is that already given, viz. deposition first in 
an alkaline and then in an acid bath, special care being 
taken to obtain a uniform thickness of metal. The bath 
may be a vertical cylinder lined with a pure copper plate 
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serving as the anode, and having the roller placed con- 
centrically with the cylinder and arranged so that it can 
be rotated. The electrolyte is circulated and the current 
density maintained as uniform as possible over the sur- 
face of the cathode. Alternatively the deposition may 
be carried out in a horizontal trough, with a large anode 
of pure copper plate covering the bottom and sides and 
with the roller rotating within this trough, the whole 
arrangement resembling that used in the Elmore process 
for making copper tubes. 

Iron and steel are sometimes given a thin coating of 
copper in an alkaline bath as a preliminary to the depo- 
sition of nickel. Nickel can be deposited direct on iron, 
but it usually adheres better if the metal is first given a 
film of copper. The matter is further dealt with under 
Nickel Plating. 
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ELECTROPLATINO 

In the trade this term usually means electroplating 
with silver. For our purpose it may be conveniently 
extended to include the covering by electrolytic methods 
of one material with a thin and adherent layer of an- 
other. The old term for silver vessels for domestic use 
is "plate." Goods covered with silver by mechanical 
means (rolling on or soldering) are termed plated goods ; 
when a method was devised of covering an inferior 
metal with silver by electrolytic means, the process was 
called electroplating ; hence the customary restriction 
of the term to silver. 
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This is effected by making the objects to be coated act as 
the cathode in an electrolyte containing silver, usually 
in the form of silver cyanide dissolved in potassium 
cyanide. Other electrolytes containing silver may be 
used, but this is the most generally applicable. Before 
an article is plated it must be carefully cleansed and 
made not merely mechanically but chemically clean. 
The process of cleaning varies to some extent according 
to the nature of the base metal to be plated, but is usually 
effected in the following stages. In the first place, all 
obvious impurities are removed by scouring or similar 
mechanical means. Next, grease may be got rid of by 
dipping the goods in a solvent, such as benzoline or 
coal-tar naphtha. This process may be supplemented 
or replaced by immersion in a 10 per cent, solution of 
caustic potash used hot. When once the removal of 
grease has been effected, the goods to be plated must not 
be touched with the fingers, lest a greasy film be again 
imparted to the portions touched. A rinse in water 
follows, and then a dip in acid, usually dilute nitric acid, 
to remove any film of oxide or sulphide. Finally, a 
second rinse in water and the goods are ready for the 
plating vat. All impurities have been removed from 
the surface and the clean metal (faintly etched and 
roughened by the action of the acid) is ready to receive a 
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coating of silver. If there is delay between the final dip 
and immersion in the bath, oxidation and tarnishing 
may occur again and must be removed by dipping once 
more in acid. Some discretion must be exercised accord- 
ing to the nature of the metal composing the article to 
be plated. The acid liquid is highly corrosive and dip- 
ping must be done fairly quickly ; the alkali also will 
corrode alloys containing much tin. For such reasons, as 
well as to avoid wasting metal and acid, the process of 
cleansing should not be continued longer than is strictly 
necessary. 

For brass goods the acid dip may be replaced by one of 
potassium cyanide, which will dissolve any slight film of 
oxide, though more slowly than does the acid liquid- 
Iron and steel are usually dipped in dilute hydrochloric 
acid or sulphuric acid instead of nitric acid, the action of 
which is somewhat too violent. 

Soft metals and alloys, e.g. tin, pewter, lead and Brit- 
annia metal, may be satisfactorily cleaned without an 
acid dip. All these small differences depend on con? 
siderations which are obvious to the chemist; in the 
att of electroplating they are matters of workshop know- 
ledge and tradition. An additional meaiis for provid- 
ing a faultless metallic surface on which silver may be 
deposited consists in the process known as " quicking.*' 
This consists in dipping the carefully cleaned goods in a 
solution containing mercury, which is deposited by direct 
chemical action of the more electro-positive metal on th& 
mercury salt. Mercuric nitrate in the proportion of 1-2 
ounces per gallon of water is commonly used ; another 
suitable quicking solution consists of mercuric cyanide 
dissolved in potassium cyanide. Momentary immersion 
is sufficient to give the gckxis a complete film of mercury^ 
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to whicBi the silver ultimately deposited on them adhered 
well. 

The goods thus carefully prepared are made the cath- 
ode in a bath consisting of silver cyanide dissolved in 
excess of potassium cyanide. A usual proportion is 10 
grammes of silver cyanide, 16 grammes of potassium cy- 
anide, and 1 litre of water, but the precise strength is ilot 
important. The bath may be prepared by precipitating 
silver nitrate with its equivalent of potassium cyanide, 
filtering and washing the silver cyanide, dissolving this 
in potassium cyanide solution, and diluting with water to 
the requisite extent. There are many variants of this 
prescription. Thus silver nitrate may be treated direct 
with excess of potassium cyanide, or silver chloride may 
be dissolved in the same mixture. Also a bath may be 
made up by dissolving silver electroly tically in potassium 
cyanide, but there is no especial advantage in the pro- 
cedure. 

Anodes of pure silver are used so that the strength of 
the bath in silver may be maintained. Various devices 
are adopted for obtaining a uniform coating of silver. 
If the surface is much indented, small aDodes may be 
brought near to the concave or re-entrant portions so as 
to reduce the resistance at that point and thus bring the* 
current density to an equality with that at the more 
prominent parts. 

When the part is very difficult of access or where the 
article as a whole cannot be immersed so as to bring this 
part into contact with the electrolyte, it may be silvered 
by the use of the apparatus known as the "doctor," 
which is merely a pad of rag moistened with the electro- 
lyte and having an anode embedded in it. This may be 
applied to the part in question, the article itself serving 
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as cathode, and a deposit of silver can be, as it were, 
painted on to the metal wherever necessary. Seeing 
that most of the metals ordinarily silvered are electro- 
positive to silver, there is always a possibility that they 
^&y l>y direct chemical action reduce silver from the 
bath and cover themselves with an imperfect and irregu- 
lar film of the metal. To avoid this the use of the 
'^striking bath,'' may be adopted. This is merely a 
separate bath, containing as a rule less silver and more 
cyanide than in the plating bath, e.g, 3 grammes of silver 
and 30 grammes of potassium cyanide per litre. As high 
a current density as possible is used in working, so as to 
deposit almost instantaneously a film of silver all over 
the object to be plated. The article can then be removed 
to the plating bath proper and the process of coating it 
with a fairly substantial layer of silver proceeded with. 
For this latter purpose a current density of about 4 
amperes per square foot is generally suitable. Silver is 
deposited from the ordinary cyanide solution as a dense 
coherent coating, dull and lustreless. It can be bright- 
ened by any mechanical process of burnishing, and this 
is generally the method adopted. But for certain goods, 
parts of which are not easily accessible, it is convenient 
to deposit silver as a bright film. This can be accom- 
plished by taking advantage of the curious fact that a 
cyanide bath contaminated with a small quantity of 
certain foreign substances will yield bright silver. The 
substance generally used is carbon disulphide, but other 
materials of the most varied nature, ranging from silver 
sulphide to gutta-percha, have been recommended from 
time to time. The carbon disulphide solution is made by 
shaking up a few ounces of carbon disulphide with a pint 
or two of plating solution and allowing the mixture to 
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stand. There will then be obtained a saturated solution 
of carbon disulphide (that body being slightly soluble in 
aqueous liquids, although not miscible therewith), which 
is added to the plating bath in the proportion of 1 ounce 
to 10 gallons. The quantity of carbon disulphide thus, 
introduced is not more than jj^hiF ^^ ^^^ ^^^ electrolyte, 
but nevertheless it suffices to cause the deposition of the 
silver bright instead of matt. The cause of this pheno- 
menon is unknown. Certain precautions are necessary : 
the current density should be greater than that used for 
ordinary silvering, agitation of the liquid should be 
avoided, and the goods should be washed as soon as they 
are removed from the bath lest tarnishing occur from 
the formation of silver sulphide. The greatest use of 
electroplating is to coat spoons and forks and other 
domestic implements, and thus to provide them with a 
surface equal to that of solid silver goods ; in addition, ib 
is used for embellishing all kinds of ornaments. 
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(Electro-gilding) 

The covering of baser metals with gold for their pro- 
tection and ornament involves the same idea as that 
which led to the use of silver plating. It can be effected 
by the old process of " water gilding," which consists in 
covering the object to be gilded with an amalgam of 
mercury and gold and driving off the mercury by heat. 
In modem practice, however, the gold is deposited elec- 
trolytieally. The process is generally similar to silver 
plating but there are certain differences in detail. The 
goods to be gold plated must, as usual, be cleaned with 
scrupulous care before being placed in the electrolyte. 

They -are sometimes "quicked " by dipping in a mer- 
cury solution, as in silver plating. The bath may be 
made by adding potassium cyanide in excess to a solution 
of gold chloride, the proportions being about 10 parts by 
weight of gold and 100 of cyanide to 1,000 of water. 
The bath may also be formed by making a large gold 
plate the anode in a cyanide solution and passing a cur- 
rent until as much gold is deposited at the cathode as is 
lost at the anode in a given time. There will then be in 
solution a sufficient quantity of gold, and the bath can be 
used forthwith. These double cyanide solutions of gold 
are generally used hot, at about 100° F. to 160T.; the 
current density is about 0*8 ampere per square foot. 
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There are many other prescriptions for gold plating 
baths, an account of which belongs rather to a collection 
of recipes than to the present book. It is sufficient to 
say that, unless pure materials are used and the anodes 
are pure gold, there is a probability of baser metals, e.g. 
copper and silver, being precipitated along with the gold 
and forming an alloy with it. To produce special effects 
of colour, such alloys are sometimes purposely deposited. 
The thickness of gold usually deposited is so small that 
it serves as an ornament rather than as a protection to 
the metal beneath. This, if silver, may tarnish from the 
formation of sulphide almost as readily as if the gold 
were not there. Rapid washing in weak cyanide solution 
will remove this tarnish, while not attacking the gold 
appreciably. Metals, such as zinc, which are apt to de- 
posit gold from its cyanide solutions without electrolytic 
aid are usually protected before gilding by a coating of 
copper. 

It is possible with gold, as with silver and copper, to 
deposit a second metal which shall modify the colour 
proper to the gold itself. Such deposition belongs to the 
art of the jeweller rather than to that of the electro- 
metallurgist, and can be but briefly dealt with here. 
From a mixed solution of gold and silver or gold and 
copper, gold may be thrown down containing a small 
proportion of silver which will lighten its colour or of 
oopper which will deepen it. The proportions of the 
two metals can be controlled by adjusting the relation 
of their salts in the electrolyte and the current density 
at the cathode. 

The process is precisely similar to the electro-deposi- 
tion of brass from mixed solutions of copper and zinc, 
or of silver alloys from silver and copper or silver and 
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cadmium. The use of the last-named metal was pro- 
posed a few years ago for silver plating. Plating with 
an alloy of silver and cadmium instead of with pure 
silver was said to have the advantage that the coating 
did not easily become tarnished by sulphureous gases in 
the atmosphere, and therefore kept its colour better than 
did pure silver. The method, however, has not been 
generally adopted. 
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Whereas silver is the most generally useful plating 
metal for domestic implements to be used in eating and 
drinking, nickel forms the best coating material for 
larger, more substantial and more exposed objects, such 
as the fittings of railway carriages, the bright parts of 
bicycles, firearms and water-taps. The process of nickel 
plating is wholly modern, for it is only within the last 
thirty years that nickel has been produced in quantity 
at a reasonable price. Its present price is about Is. 8d. 
per pound. 

Nickel, although less agreeable in colour than silver, 
has the advantages of being considerably cheaper and of 
tarnishing but little in ordinary air. It becomes some- 
what dull and acquires a sort of bloom which is easily re- 
moved by gentle rubbing, but it does not become covered 
with. a film of sulphide, such as disfigures silver after a 
short exposure, and moreover it is much harder than sil- 
ver. It would be an ideal metal for many kinds of goods 
which need to be protected or embellished were it not for 
its tendency to flake and scale if deposited in any thick- 
ness. A good deal of the complaint which is made against 
nickel plating would be more reasonably made against 
the plater, who does not take sufficient care to obtain 
a perfect, continuous and adherent coating, but some of 
the trouble arises from inherent qualities of the metal. 
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When the coating is imperfect the metal beneath the 
nickel, if it is electro-positive to nickel, is attacked at 
the exposed points with greater rapidity because of the 
adjacent nickel, and the nickel which should protect it is 
peeled off by corrosion proceeding beneath the coating. 
Nickel plating is harder and more brittle than the 
metal in massive form, somewhat as electro-deposited 
iron (g.t?.) is harder than pure iron in mass, but the 
reason for this has not been examined. Electrolytic 
iron is generally considered to owe its hardness to the 
fact that it contains hydrogen, which modifies its pro- 
perties. In the chapter on the electrolytic refining of 
nickel will be found an account of certain experiments 
on the conditions necessary for depositing nickel in a 
coherent state, which go to show that the metal is 
substantially free from impurities ; but no special search 
Seems to have been made for hydrogen It is possible 
that with nickel, as with iron, the presence of hydrogen 
may increase the hardness of the metal. 

The process of nickel plating involves the preparation 
of the article to be plated with even 'more care than is 
requisite for silver plating. Not only must the surface 
be clean, but it must be smooth and indeed burnished, 
because a film of metal electrolytically deposited repro- 
duces accurately the imperfections of the surface on 
which it is deposited, and in the case of nickel it is 
impracticable to smooth these out by burnishing because 
of the hardness of the electro-deposited nickel. 

The preparation of a highly polished surface on the 
metal to be covered necessitates burnishing, that is the 
rubbing down of all projecting parts and the drawing of 
them over the depressed portions so as to form a con- 
tinuous reflecting surface. All the small inequalities 
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due to the actual microscopic structure of the metal of 
the plate disappear, and the hold available for the 
deposited metal is correspondiiigly diminished. It fol- 
lows that the not infrequent failure of nickel plating to 
adhere may be due in some degree to the excessive 
smoothness of the surfaces which it is intended to cover. 

But this must not be taken as the chief cause ; nickel, 
even when deposited on a matt surface, will peel from it 
spontaneously and without assignable cause as soon as it 
becomes mote than a mere film. In general the layer of 
nickel required for plating is so thin that this tendency 
is not of much practical significance. 

If by any chance a stout layer is required it can be 
obtained by keeping the electrolyte warm, e.gr. between 
60° C. and 90° C. (see p. 122). That tSis method has not 
attracted the attention of nickel platers is no slur on their 
sagacity, which perceives small merit in a thick coating. 

In the ordinary process of 'nickel plating the electrolyte 
used is a double sulphate of nickel and ammonium. The 
normal double sulphate corresponds with the formula 
NiS04 (NH^)^ SO/6HgO, and as a rule a further quan- 
tity of ammonium sulphate is added. The customary 
proportions are about BO parts by weight of the double 
sulphate and 2B parts of ammonium sulphate in 1,000 of 
water. The bath tends to become alkaline in working, 
because of the ammonium sulphate as well as the nickel 
sulphate being decomposed and yielding ammonia at the 
cathode, while its equivalent of sulphuric acid is neutral- 
ised at the anode by the nickel thence dissolved. The 
alkalinity is neutralised from time to time with sul- 
phuric acid so as- to maintain the bath as nearly neutral 
as possible ; it is commonly considered that the solution 
should be slightly acid rather. than alkaline. This is 

269 



PRACTICAL ELECTEO-CHEMISTRY 

probably becatise a sHghtly alkaline bath tends to de- 
posit basic salts, which may interfere with the coating. 
When a nickel solution is made strongly alkaline with 
amqionia so as to precipitate and to redissolve the nickel 
hydroxide first thrown down, there is no difficulty of this 
kind and good nickel deposits are obtained. 

The conditions are similar to those obtaining with 
copper. There a perfectly neutral solution or one faintly 
alkaline is apt to give bad deposits from the presence of 
basic salts; this trouble is overcome by making the 
solution acid, and in the case of copper, unlike that of 
nickel, the amount of acid may be considerable ; but 
good deposits may also be obtained in an alkaline solu- 
tion if the alkalinity be considerable, e.g. the copper salt 
be treated with sufficient excess of ammonia to redissolve 
the cupric hydroxide precipitated by the addition of a 
small quantity of the alkali. 

As is usual in electro-plating, there are many recipes 
for nickelling solutions, in some of which weak acids, 
e.g. boric, citric and tartaric acids, or their salts, figure 
largely. It does not appear that such additions give any 
better results than the ordinary sulphate solution worked 
with intelligence and care. 

From a double sulphate solution nickel may be de- 
posited on most metals. On iron and steel the deposit is 
sometimes not satisfactory in that it shows a tendency to 
strip. This is probably due to want of care in preparing 
the goods, which may not be perfectly clean when im- 
mersed in the electrolyte. Occasionally steel goods are 
coppered in an alkaline bath before being nickelled, with 
the view of obtaining a better and more adherent coating. 

The nickel anodes used in nickel plating should be as 
pure as possible. It is only of late years that the commer- 
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cial metal has attained a reasonable standard of purity, 
but it can now be procured fairly free from grosser con- 
taminations. Electrolytic nickel or nickel prepared by 
the Mond process (volatilisation as nickel carbonyl and 
decomposition of this body by heat) is usually of fair 
purity, but the supply of either variety is small ; metal 
made by older processes often leaves much to be desired. 

A current density of 10-16 amperes per square foot is 
used for " striking," i.e. rapidly covering the whole sur- 
face with a film of nickel, and when this is accomplished 
it may be lowered to 3 amperes per square foot. This is 
the conventional procedure, but it is probable that much 
improvement might be effected if the studies in the 
electro-deposition of nickel detailed in the chapter on 
nickel winning and refining were perpended by the 
nickel plater. It is curious to note that, old as is the 
art of electro-plating, there has been scarcely any at- 
tempt to study systematically the conditions necessary 
to effect a satisfactory deposition. The whole art is 
empirical — witness the number of quaint recipes. 

It is scarcely requisite to provide a separate section 
for cobalt plating. The metal is scarcer and dearer than 
nickel, and there is no great weight of evidence to show 
that it forms a better protective coating. It is claimed 
that cobalt is harder than nickel and does not t&rnish 
so easily, but the statement rests on slender ground. 
Should cobalt plating be shown to be better or more 
permanent than nickel, it can be attained in much the 
same way, viz. by deposition from the solution of a 
double sulphate of cobalt and ammonium. 

The greater rarity and cost of cobalt forbid its general 
employment unless it can be shown to be sensibly better 
than nickel as a coating. 
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ZiNO forms a cheap and excellent protective coating for 
iron and steel. It has the great advantage over tin and 
lead that it is electro-positive to iron, and is attacked in 
preference to the iron when the two metals in contact 
with each other are exposed to corrosion. In conse- 
quence of this property, even when the zinc coating of 
an iron article, e.g. a tank, is imperfect and a part of the 
metal is exposed, the iron will be to a great extent pro- 
tected from corrosion while the zinc remains in sufficient 
quantity to make an eflfective couple. Evidently this 
protective action will not take place in the case of a 
plate on which is a bare spot of considerable a^ea, so that 
moisture may lie thereon without reaching the surround- 
ing zinc. The diflference in the conditions, which is of 
some practical importance, is shown in the accompanying 
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diagrams. A tray (Fig. 38a) of galvanised iron has a 
part of the coating stripped at c,.and in the middle 
of this bare space is a patch of moisture d. Clearly 
corrosion will occur here, unaffected by the neighbour- 
hood of the zinc. A similar tray (Fig. 38&) with a similar 
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bare patch b is filled with 'water so as to cover the bare 
patch entirely with the water. Both iron and zinc are 
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in electrolytic connection with the water, and the zinc, 
being the positive metal, is corroded in preference to the 
iron. Thus it comes about that a zinc coating is gener- 
ally more protection in the case of a tank than in that of 
a roof. In like n^anner one may protect an iron boiler 
or ship by attaching pieces of zinc to the plates where 
they are immersed in water, but one would hardly meet 
with success in attempting to protect a shed by like 
means. All this is obvious enough, but is nevertheless 
constantly overlooked, with the result that zincing is 
sometimes condemned because it does not perform electro- 
chemical impossibilities. 

For most goods zincing — or galvanising, as it is errone- 
ously termed — is most cheaply and conveniently applied 
by dipping the iron or steel articles (after they have 
been carefully cleaned and pickled in acid), in a bath of 
melted zinc. The zinc alloys superficially with the iron 
and forms a complete and adherent coat. For certain 
classes of goods this method presents disadvantages. 
The bath must be at a temperature somewhat above 
the melting-point of zinc, 412^ 0. = 774° F. At this 
temperature the harder grades of steel, such as are used 
for wire, are annealed considerably and thus lose a part 
of their high tensile strength from this cause. Again, 
the alloy of zinc and iron formed on the surface of the 
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article coated is of small mechanical strength compared 
with the iron from which it has been formed. With 
articles of heavy section this is not important, but with 
goods of relatively small section, which have to carry 
heavy strains, e.g. wires, cables, chains, bolts, hooks and 
the like, the diminution in strength is often of serious 
moment. Thus it comes about that for certain classes of 
work there is a demand for a coating of zinc which shall 
be applied cold and shall not alloy appreciably with the 
surface of the iron to be protected. These conditions 
are fulfilled perfectly by zinc electrO'=deposited. There 
are various difficulties in depositing zinc electrolytically 
so as to obtain a good adherent coating. These have 
hindered the general employment of electro-zincing, but 
they have now been overcome in great measure, thanks 
to the perseverance of one or two inventors, and the 
process is already fairly freely used, and its use is likely 
to extend. 

The conditions necessary to be observed in order to 
obtain a good deposit of zinc electrolytically have already 
been described in the chapter on the winning and re- 
fining of zinc. The application of the principles there 
laid down will suffice to allow of the deposition of a 
satisfactory coating of zinc to metal to be protected. 

The metal most commonly zinced or " cold galvanised " 
is iron (or steel) ; it must be cleaned before being coated 
by the usual pickling methods. The objects to be 
coated are made the cathode in a solution of zinc sul- 
phate containing about 10 per cent, of this crystallised 
salt (ZnS04 7 HjO). The electrolyte should be free from 
foreign metals. As it should be kept neutral or slightly 
acid, basic solutions tending to deposit spongy zinc (see 
p. 144), some difficulty will be experienced if it be 
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attempted to maintain the strength of the bath by using 
zinc anodes. It is preferable to use an insoluble anode, 
and to add zinc oxide or metallic zinc in regulated 
quantity so as to neutralise the sulphuric acid set free at 
the anode. By this means the electrolyte can be main- 
tained in a neutral or faintly acid condition, and, more- 
over, can be purified at the same time. The latter 
advantage is secured by reason of the fact that zinc, 
being a strongly electro-positive metal, is capable, 
whether as oxide or as metal, of precipitating less electro- 
positive impurities, such as iron or its oxide. The purity 
of the electrolyte (which is of much importance) can, 
therefore, be maintained by the means used to regulate 
its acidity. In order to obtain a good coating of zinc a 
fairly high current density should be employed, e.g. 10 
to 20 amperes per square foot. Other precautions, such 
as circulation of the electrolyte, and maintenance of a 
uniform current density by specially shaped and placed 
anodes when objects of irregular surface are to be coated, 
are similar to those which must be observed in plating 
generally. Perfection of coating, provided the coating 
as a whole adheres well, is of smaller importance than in 
the case of less electro-positive metals. A small exposure 
of the underlying metal may occur without causing 
corrosion as long as there is abundance of surrounding 
zinc, at the expense of which the underlying metal may 
be protected. 

A highly polished surface is rarely necessary for 
electro-zinced goods. Such articles are commonly for 
out-door use and a high finish is not required. It would 
be absurd to confer on a roof, a boat-hook, a crane chain, 
or a wire rope the lustre proper to an ornament. But 
even here sssthetic considerations have a certain force. 
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Hot zinced goods have a bright metallic appearance, and 
their coating is sometimes made to exhibit brilliant 
crystalline markings by adding a little tin to the zinc 
bath ; electro-zinced goods have usually a somewhat 
dull and leaden appearance. Irrational though it be, a 
prejudice exists in favour of the former. In spite of this, 
the substantial advantages of a method for depositing zinc 
in the cold, especially for hard steel (which if heated would 
be softened) and objects of small section (which are weak- 
ened by hot galvanising), will cause the process of electro- 
zincing to come widely into use for a variety of purposes. 
Cowper Coles, who has worked out a process for electro- 
zincing which has been put successfully into use, has 
given an estimate of the cost of the operation. He 
reckons that to cover steel plates of an average thickness 
of -j^ inch with zinc at the rate of 1 ounce per square 
foot (a sufficient coating) will cost £2 8s. Gd. per ton of 
plate coated. This is probably somewhat greater than 
the cost of hot galvanising, but the extra cost is more 
than compensated for by the advantages which have 
been set forth above. Further, a tank of fused zinc for 
big objects such as large plates or for things which are 
galvanised after they have been riveted up, e.g, tanks, 
is troublesome to heat evenly, and contains a good many 
tons of zinc, which represent so much capital locked up. 
The quantity of zinc in an electrolytic bath capable of 
coating objects of the same size is relatively insignificant. 
The iron tank is also somewhat perishable, in that it is 
attacked by the melted zinc and eventually eaten 
through. The alloy of zinc and iron resulting from this 
attack not only represents destruction of the tank, but 
useless consumption of zinc, which would otherwise go 
to coat the goods to be galvanised. 
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{Aciertype) 

Ibon is not used as an ornamental plating material, and 
(naturally) not as a coating to protect the metal beneath 
from corrosion. But the hardness and toughness of the 
metal make it suitable as a protective coating against 
abrasion or attrition. Thus it comes about that the use 
of iron as a plating substance is confined to facing electro- 
types in copper or similar soft metal which have to be 
exposed to considerable mechanical wear. The only case 
in which iron is used for its chemical, as distinct from 
its mechanical, properties is that in which it is employed 
to face electrotypes which come into contact with ver- 
milion or other pigments containing mercury. Copper 
electrotypes would reduce mercury from such pigments 
and be destroyed by the layer of amalgam which would 
be produced thereby; with iron no such action occurs. 
Apart from this minor use, the main merit of a coating 
of electro-deposited iron arises from its hardness, which 
is much greater than that of pure iron prepared by other 
means. Hence the term " aciertype," implying that the 
plating is not iron, but steel. The cause of the hardness 
of electro-deposited iron is generally asserted to be the 
presence of hydrogen, which is co-deposited with the metal 
and influences its condition much as does a small percent- 
age of carbon. It is known that electro-deposited iron 
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contains hydrogen, but whether this fact and the hard- 
ness of the metal are connected causally cannot be 
definitely asserted. The quantity of hydrogen present 
in electro-deposited iron may be considerable, e.g. 240 
times the volume of the metal. This hydrogen is driven 
off when the metal is heated to redness, and the character- 
istic hardness of electro-deposited iron disappears at the 
same time. Nickel, like iron, is deposited from an 
electrolytic bath in an extremely hard state ; it is not 
known whether this is due to the presence of hydrogen. 
The hardness of electro-deposited nickel is sufficient to 
enable it to be used in the same way as iron for facing 
electro-types. Its greater resistance to corrosion makes 
it preferable to iron; therefore, the replacement of 
aciertype by plating with nickel appears probable. At 
the present time, however, there is sufficient use of 
electrolytic iron to warrant a description of the means by 
which it may be deposited. 

It is a mistake to suppose that electrolytic iron is 
necessarily pure. Not only is hydrogen deposited along 
with the metal, but several other impurities may appear. 
In the first pleu^e, it is clear on general principles that as 
iron is a highly electro-positive metal its deposition will 
require the use of a current of relatively high voltage ; 
this will tend to deposit all metals present in the electro- 
lyte as impurities which are electro-negative to iron. 
Further, iron deposited from solutions containing organic 
salts, e,g, oxalates, tartrates and citrates, usually contains 
carbon ; as much as 0-08 per cent, may be present — a 
quantity capable of modifying the properties of the 
metal materially. From solutions containing sulphates 
iron is thrown down contaminated with a small amount 
of sulphur. In fact, the preparation of pure Fe electro- 
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Ij^tically is as difficult as it is by purely chemical means^ 
and this, as every chemist knows, is one of the most 
exacting tasks which he can set himself. 

But to obtain a coating of iron which is satisfactory 
physically and mechanically, although, or rather be- 
cause, it is impure, is perfectly practicable. The usual 
electrolyte is a solution of ferrous ammonium sulphate 
(FeSO^CNHJg SO46 H,0) in the proportion of 160 grammes 
per litre. A double chloride of (ferrous) iron and ammon- 
ium is also suitable. The bath should be nearly neutral, 
and the whole of the iron in the ferrous state. Pure 
wrought iron anodes should be used, so that the supply of 
ferrous ions may be maintained ; otherwise oxidation will 
occur at the anode and the electrolyte will become partly 
ferric. This ferric salt will have to be reduced at* the 
cathode before it will again yield its iron. 
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When a single metal is to be deposited in a state as 
nearly pure as possible from a solution containing a second 
metal, the heat of formation of whose salts is greater than 
that of its own, the object can be attained by working 
with a voltage below the critical voltage of the second 
metal. Conversely, when an alloy of the two metals is 
desired the voltage used must be above this critical point. 
The two metals will be simultaneously deposited, their 
proportions varying with the proportions of their salts in 
the electrolyte. The formation of alloys in this manner 
is more curious than important, having a somewhat 
limited field of application. The alloy most commonly 
deposited is brass. It can be obtained by electrolysing 
a solution of zinc cyanide and copper cyanide dissolved 
in potassium cyanide, the proportions being about 15 
grammes of copper cyanide and 8 grammes of zinc cya- 
nide to 100 grammes of potassium cyanide in a litre of 
water. The number of prescriptions which have been 
published is very large, and many of the recipes are 
frankly obscurantist. Acetates, chlorides and sulphates of 
the metals may be employed ; ammonia and its salts are 
freely used, and such unlooked-for ingredients as bisul- 
phites and arsenious acid are not unknown. The double 
cyanide solution is used hot with brass anodes. The 
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reason why cyanide solutions are commonly employed is 
1 probably because electro- brassing is generally applied to 

I zinc or iron, and tbese metals would spontaneously de- 

posit copper from most of its other salts. Should it be 
desired to deposit brass on any less electro-positive metal 
than copper there is no reason why it should not be 
eflfected from a mixed solution of the sulphates of copper 
and zinc, approximately neutral and mixed in such pro- 
portions as would ensure a sufl&ciency of zinc ions being 
always present at the cathode. 
\ In similar manner alloys of copper and tin (bronzes) 

may be deposited from mixed solutions of salts of the two 
metals. Silver may be deposited alloyed with tin or 
cadmium, the advantage claimed being that plating of 
this description is not only cheaper than silver, but also 
better resists the discolouring action of air containing 
I sulphureous gases. 

i Most other metals (save those, like aluminium, which 

I are too highly electro-positive) may be deposited in thin 

films by electrolytic means. Their applications are, 
however, too limited to warrant separate mention. For 
details, special works on the electroplater's art must be 
consulted. 
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MANY attempts, extending over a number of years, 
have been made to manufacture alkali and 
cblorine by the electrolysis of salt. The fundamental 
reaction NaCl + HjO = NaOH + H + 01 is simple, and 
is easily realised experimentally. Its accomplishment 
on a large scale at a remunerative rate is, however, 
more difficult. By much costly experiment and experi-* 
ence, bought by many disastrous failures, it has been 
found that the following conditions are essential for 
sucdess: (1) the cost of power must be very low, cer- 
tainly not more than £10 per e.h.p. year ; (2) the process 
should be continuous; (3) the electrodes should be as 
nearly permanent as possible; (4) the products of elec- 
trolysis should ,be removed from the electrolyte con- 
tinuously as the process proceeds ; (5) the units of plant 
should be as large as is practicable ; (6) the output per 
unit of plant should be great, as otherwise the process 
is burdened by an unduly heavy charge for interest on 
the necessary capital. It is only lately that a few pro- 
cesses have succeeded in fulfilling most of these condi- 
tions. 
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GENERAL CHEMICAL CONSIDERATIONS 

It is convenient to regard the electrolytic decomposi- 
tion of sodium chloride as being primarily represented 
by the equation Nad = Na + CI. This can actually be 
realised when fused salt is electrolysed. The number of 
calories required for the decomposition of 1 gramme equi- 
valent (58*5 grammes) of salt is 97*7 Cal, and the critical 
voltage corresponding with this heat of combination is 
4-22 volts.* Various processes to obtain caustic soda (by 
the action of the liberated sodium on water) and chlorine 
in this manner have been devised. They will be de- 
scribed in due course. The great obstacle to their use is 
the corrosive action of fused salt on most materials that 
can be used for making the vessels in which th5 electro- 
lysis can be conducted. Apart from this the process is at- 
tractive, because both chlorine and sodium can be removed 
continuously from the electrolyte, the resistance of the 
electrolyte is low, no diaphragm is required, and a large 
output can be obtained from a small apparatus. Never- 
theless, at the present time, those processes which have 
attained a fair measure of success are methods for the 
electrolysis of aqueous solutions of common salt. When 
the electrolysis is conducted in the presence of excess of 
water, it may, for the sake of simplicity, be supposed that 
the reaction takes place in two stages, thus : — 

(1) NaCl = Na + Cl; 

(2) H,0 + Na = NaOH + H. 

^ This is tlie critical pressure corresponding with the heat of 

formation of salt at the ordinary temperature ; but as salt is solid 

at the ordinary temperature and is not an electrolyte, this critical 

^oltage is of only theoretical interest. The critical voltage of salt 

St^ fusing-point (772" C. = 1,422" F.) is approximately 8'81 volts. 
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In computing the energy required it is unnecessary to 
consider the stages of the reaction; the original materials, 
salt and water, and the end products, viz. chlorine, hy- 
drogen, and a solution of caustic soda, may alone be 
regarded. The number of calories required for the de- 
composition of 1 gramme equivalent {i,e. 58'b grammes) of 
sodium chloride according to the pair of equations given 
above is 53 Cal, and the critical voltage is 229 volts. 
Caustic soda and hydrogen, instead of metallic sodium 
produced by the electrolysis of fused salt, being the end 
products, the energy and critical voltage required are 
naturally lower than those requisite for fused salt. But 
against this must be set the higher resistance of the 
electrolyte, the need (usually) of a diaphragm, and the 
difficulty (overcome in the best processes) of continuously 
separating the products of electrolysis from the electro- 
lyte. As a standard by which the various processes 
about to be described may be judged, the calculated 
output for a process of theoretical efficiency may usefully 
be computed. The decomposition of 58*5 grammes of 
NaCl into caustic soda, hydrogen and chlorine requires 
53 Cal. Therefore the quantity^ of salt decomposed 
by 1 E.H.P. year (= 6,646,205 Cal) is 613 tons. Taking 
the cost of an e.h.p. year at £9 16«. for steam power 
and at £2 10s. for water power, the cost of electrical 
power for decomposing 1 ton of salt is £1 12^. with 
steam power and &. with water power. These figures 
correspond with £2 68. 8d. and lis. 8d. for a yield of 1 
ton of pure caustic soda, i.e. a little better than the trade 
grade known as 77 per cent, (which is calculated on the 
percentage of NasO and on an erroneous atomic weight 
for sodium), together with 2^ tons of chloride of lime 
containing 36 per cent, of chlorine available for bleach- 
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ing purposes. This last figure is slightly inexact, because 
commercial chloride of lime contains a certain small per- 
centage of chlorine which is not available for bleaching 
purposes, and this represents so much of the total chlorine 
won by electrolysis wasted. Nevertheless, the approxi- 
mation is sufficient for practical purposes, and enables one 
to see that, having regard to the present selling price of 
caustic soda and bleaching powder per ton, the cost of the 
power required for electrolysis is not excessive. Even 
when allowance is made for the facts that the current 
efficiency of the best processes does not exceed 90 per 
cent, and the pressure efficiency does not exceed 50 per 
cent., making an energy efficiency of 46 per cent., it 
remains clear that the cost of electrical energy is 
moderate enough. 

That large profits have not been realised hitherto in 
the electrolytic manufacture of alkali and bleach arises 
from the heavy cost of the plant (including, in many 
cases, interest on large sums sunk in experiments or 
expended in the purchase of patent rights) and costly 
up-keep, management and supervision charges. 

PROCESSES USING A FUSED ELECTROLYTE 

A large number of these have been devised, patented, 
tried and abandoned. Only one, the Hulin process, is 
at present being exploited on a considerable scale. The 
chief obstacles which inventors have encountered may 
be understood by a consideration of the defects of the 
simplest possible apparatus for the electrolysis of fused 
salt. 

A fireclay crucible a (Fig. 39) is set in a furnace and 
filled with salt, which is thus kept fused. A rod of iron 
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serves as a cathode c, and one of carbon functions as the 
anode d. When a current is passed between these elec- 
trodes, sodium is liberated at the cathode and chlorine at 
the anode. But the sodium, which is liquid at a tempera- 
ture far below the fusing-point of salt, is also lighter 
than liquid salt, and rises to the surface and there 
takes fire and bums. The first diflBculty is here en- 
countered, and it is clear that in a workable process 
means must be taken to protect the sodium from the 
action of the air, and to draw it off without giving it 
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a chance to inflame. Next it is found that the carbon 
anode d suffers severely from the action of the fused salt, 
and possibly from that of the chlorine. An anode thus 
used gradually disintegrates, and its fragments float in 
the electrolyte, contaminating it and causing many 
inconveniences. Lastly the fused salt creeps over the 
edge of the crucible, runs down outside, and soaks into 
the ware. The bulk of the salt acts similarly on the 
inside of the crucible. Both from within and without 
thq, crucible is saturated with fused salt, which at the 
temperature prevailing may act chemically on the ware, 
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and in any case causes mechanical disintegration. Tlie 
destructive effects produced by fused salt on the most 
refractory materials are very remarkable ; they are due 
to a variety of causes, chemical and mechanical, and for 
our present purpose it is sufficient to accept their exist- 
ence as a fact. 

It is not altogether convenient to obtain metallic 
sodium as the cathode product. The substance to be 
prepared is caustic soda, and when sodium is obtained 
instead it has to be oxidised and hydrated to caustic 
soda, thus involving a violent reaction with water. Not 
only is this reaction superfluous and objectionable, but 
it also connotes a considerable waste of energy, because 
more than the amount of energy necessary to prepare 
caustic soda from salt has been expended in the pro- 
duction of sodium, and then this surplus has to be run 
to waste as heat in the aforesaid violent reaction with 
water. These drawbacks, as well as that caused by the 
sodium being considerably lighter than the fused salt, 
are avoided to some extent in the following way: — 



THE VAUTIN PEOCESS 



\ 



Instead of a cathode of solid metal one of fused lead 
is used, as shown in Fig. 40, which represents a form 
of apparatus devised by Vautin. a, lead cathode; b, 
decomposing vessel in which the lead-sodium alloy is 
acted on by steam ; o, carbon anode ; e, pipe for escape 
of chlorine ; d, pipe for admission of steam ; p, pipe for 
escape of hydrogen. 

The sodium, as it is liberated, dissolves in the lead and 
is transferred to the vessel at the side of the electrolytic 
cell, where the lead-sodium alloy comes into contact with 
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water or steam and reacts, the sodium yielding caustic 
soda and the lead being fit for use again in the cell. As 
lead and sodium unite with considerable energy to form 
an alloy, the total expenditure of energy necessary to 
produce a lead-sodium alloy by the electrolysis of sodium 
chloride with a cathode of fused lead is smaller than 
would be requisite were sodium itself prepared. In like 
manner the energy liberated bv the action of water on 
the lead-sodium alloy is also smaller, and the reaction 
is thus more moderate. Unfortunately a comparatively 
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small proportion of sodium makes an alloy with lead 
which is not very mobile, and the sodium thus fails to 
diffuse freely to the steam space. In consequence of this 
the surface of the lead becomes crusted with sodium, 
which eventually floats up through the fused salt and is 
reoxidised at the anode. If oxygen as well as chlorine 
be present in the space above the level of the electrolyte, 
this sodium will form oxide and enhance the attack of 
the materials of which the- cell is constructed. Such 
difficulties led eventually to the abandonment of the 
Vautin process.^ 

^ There was also considerable difficulty in lining the anode com- 
partment so as to resist the action of the fused salt. 
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V 
THE HULm PROCESS 

This process lias been adopted by the Soci^t^ des Sou- 
dieres Electrolytiques, which has erected works at Cla- 
vaux Isire, where energy is obtained from the water 
of the river Eomanche. A steel pipe, 900 metres long 
and 2*5 metres in diameter, brings the water to the 
turbine house, where a head of 42 metres is available. 
The power obtainable is 5,000 h p. The turbines are 
coupled direct to the dynamos, which yield 376 kilo- 
watts apiece. The works have been designed for an 
output of 4 tons of caustic soda and its equivalent 
(about 10 tons) of bleaching powder. 

The principle of the Hulin process is identical with 
that of the Vautin process described above, save that the 
electrolyte consists of a mixture of lead chloride and 
sodium chloride instead of sodium chloride alone. By 
this alteration the cathode product is a mixture of lead 
and sodium, and the continual supply of a proportion of 
lead together with the sodium prevents the crusting over 
of the surface of the lead with sodium, which, as mentioned 
above, is apt to occur when a cathode of fused lead alone 
is used. In order to maintain a proper proportion of 
lead chloride in the electrolyte, part of the current is 
sent through lead anodes instead of carbon anodes, and 
these, being attacked by the chlorine liberated at their 
surface, dissolve in regulated degree. No authentic de- 
scription of the plant used by Hulin has been published, 
but it may be represented diagrammatically by Fig. 41. 

A vessel a contains the fused salt mixed with lead 
chloride, and at the bottom a layer .of lead-sodium alloys. 
The carbon anode c dips into a suspended vessel d, con- 
tain ii 1^ melted lead. This is thus made an anode and 
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is attacked, producing lead chloride. In practice it is 
probable that separate lead anodes would be used, so that 
the current passing through them may be more easily 
regulated and the proportion of lead chloride^ in the 
electrolyte readily controlled. It is evident thatj as lead 
is dissolved and reprecipitated, no consumption of energy 
is theoretically necessary for its transference from the 
lead anode to the lead-sodium cathode. But, as in 
practice a considerable current has to be caused to pass 
between these electrodes through an electrolyte of con- 




PlG. 41 



siderable resistance, it is evident that there will be a 
noteworthy expenditure of energy. (The principles 
governing such an operation are fully expounded in the 
section on Copper Eefining, p. 35.) All this must be 
reckoned as a disadvantage of the process, but in practice 
may be more than compensated for by the convenience 
of obtaining continuously an alloy of regular and 
suitable composition. 

Certain figures have been published giving the results 
of a trial of the Hulin process on a small manufacturing 
scale. They may usefuUy be transcribed here. The 
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power available was about 120 h.p. ; a current of 2,000 
amperes at 32 volts was obtained therefrom and sent 
through four electrolytic cells of the type described 
above, arranged in series. Each cell when working 
normal! j|. required a voltage of 7 volts and had a current 
density of ^jO amperes per square foot at the cathode. This 
current density is enormously greater than the highest 
current density hitherto found practicable with electro- 
lytic cells using solutions of salt ; in these 10 to 20 
amperes per square foot is a common current density. 
The large output thus made possible for a given cell 
will go far to compeil^te for the low energy efficiency 
of the process, of which more anon. 

The lead-sodium alloy is drawn off periodically and the 
sodium is converted into caustic soda in one of two ways. 
If water be allowed to act -on the alloy in its cold solid 
state, the reaction proceeds quietly and is not dangerous. 
A solution of pure caustic soda is obtained, which may 
be made fairly strong by using the same liquid to act 
repeatedly on fresh portions of the alloy. The liquor 
thus obtained, having a specific gravity of 1*54 and 
containing 760 to 800 grammes of NaOH per litre, may 
be boiled down to solid caustic soda with a moderate ex- 
penditure for fuel. If steam could be used to act directly 
on the fused alloy, a stronger solution of caustic soda 
could be obtained, and moreover the lead, freed from 
sodium and still liquid, could be returned at once to the 
electrolytic cell. It is stated, however, that the action of 
steam on fused lead-sodium alloy is dangerously violent, 
and the method is, therefore, not employed. When 
the solidified alloy is acted on with water, spongy lead is 
left, which may be used for the plates of storage cells. 
The alternative method is to roast the lead-sodium alloy 

294 



ALKALI, CHLORINE, AND THEIR PRODUCTS 



in air. Sodium oxide or peroxide, and lead oxide are 
obtained, the latter apt to oxidise to peroxide and com- 
bine with the soda, forming sodium plumbate. This salt 
would be decomposed on treatment with water, yielding 
a solution containing caustic soda (and probably some 
sodium peroxide) and leaving a residue of lead peroxide, 
useful, like the spongy lead, for the plates of storage cells. 
The solution containing caustic soda and sodium peroxide 
would be boiled down for solid caustic soda, and in the 
process the sodium peroxide would be decomposed, pro- 
ducing an equivalent of caustic soda. Thus, save for the 
possible presence of traces of lead, the solution of caustic 
soda ultimately obtained should be pure. 

The following tabular statement indicates the degree 
of eflSciency of the Hulin process, both as regards current 
and energy : — 



Voltage required 
CI per ampere hour . 
NaOH per ampere hour 
CI per H.p. hour 
NaOH per h.p. hour . 
Current efficiency 
Pressure efficiency . 
Energy efficiency 



Hulin process. 



7 volts 
0'907 gramme 
1*052 grammes 
97 grammes 
112 grammes 
68-6 per cent. 
60 per cent. 
41*1 per cent. 



Theory. 



4-2 volts.* 
1*822 grammes. 
1*490 grammes. 

235 grammes. 

265 grammes. 

100 per cent. 

100 per cent. 

100 per cent. 



THE BOBCHERS PROCESS 

Borchers has designed an apparatus for the production 
of alloys of sodium and lead or other fusible metals, 

^ This value is calculated from the heat of combination of Na 
and CI at the ordinary temperature. At the temperature of fusing 
salt the critical pressure is probably lower, viz. 3*81 volts (see 
p. 286). In this case the efficiency of the Hulin process is even 
smaller than appears from the figures given above. 
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and incidentally for the preparation of chlorine. This 
apparatus, like many of those devised by experimenter, 
presents several apparent merits and is worth descrip? 
tion. Like most of the same inventor's designs, it appears 
not to have been put to practical use. 




Fio. 42. 



A is a conical vessel of iron which serves to contain the 
electrolyte (fused salt). It is set in a furnace so that its 
contents may be kept fused. The lower part of the 
vessel is grooved on the inside, the grooves serving to 
contain molten lead, a supply of which is delivered from 
the vessel e at the side of the electrolytic cell. This 
lead is made the cathode by connection with a dynamo 
through the terminal at f. The anode c is a carbon rod, 
while D is a pipe to carry off the chlorine. The lower 
part of the electrolytic cell is protected from the action 
of the electrolyte by the lead contained in the stepped 
grooves shown in the figure ; the upper part is protected 
by congealed salt, which is caused to solidify and form a 
crust on the inside of the vessel by the cooling action of 
a water-ring b. 

This plan of protecting a vessel serving as an electro- 
lytic cell by a crust of the solidified electrolyte is 
undoubtedly based on a sound principle. In the 
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manufacture of aluminium (q.v.) it is easily adopted, 
because the Heat necessary to maintain the electrolyte 
in a fused condition is obtained from the current itself, 
an4 is therefore internal ; thus it is simple to keep the 
walls of the containing vessel at a temperature below 
the fusing-point of the electrolyte. The local solidifica- 
tion of the electrolyte by water-jackets and similar 
devices is less easy of accomplishment, but is practicable 
in certain cases, of which the present appears to be one. 
The lead charged with sodium flows away into the 
collecting pot b, whence it can be removed for the ex- 
tracdpn of its sodium ; the recovered lead is returned to 
th^^essel e and passes again through the apparatus. 
Borchers states, " A plant of this kind, twenty times the 
actual size of the foregoing illustration, is adapted to a 
current of 300 amperes, which corresponds to a current 
density of about 5,000 amperes per square metre [3*2 am- 
peres per square inch of cathode surface]. The electro- 
motive force required may be only 6 or 8 volts, which 
is considerably less than that needed for the reduction of 
sodium in the unalloyed condition." The high current 
density would tend to keep the electrolyte fused indepen- 
dently of external heating ; any such internal heating 
by means of the current secures convenience of working 
and prolongation of the life of the plant at the cost of 
an extra consumption of energy in a somewhat expensive 
form. The statement of the pressure required is mis- 
leading, in that it implies that the critical pressure 
necessary to produce a lead-sodium alloy is 6 to 8 volts. 
As shown above, it is not higher than 3*8 volts. The 
extra pressure is needed for forcing through a current of 
a density as high as that employed in this case. As has 
been already stated, ceteris paribusj the voltage which 
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will suffice for the production of a lead-sodium alloy is 
lower than that which is necessary for the production 
of metallic sodium, and therefore, given a certain current 
density, the " 6 to 8 volts " is lower than the pressure 
which would be needed for making sodium unalloyed ; 
nevertheless the method of stating this fact adopted by 
Borchers is elliptical and consequently obscure and likely 
to cause error. 

PEOCESSES USING DISSOLVED SALT AS AN 
ELECTEOLYTE 

A great number of these might be described if this 
were a history of elecfcro-chemical invention. All but a 
very few have, however, proved failures and may be dis- 
missed at once. Of the remainder which will be dealt 
with it may be said that their use has been seriously 
attempted on a large scale. It must not be thought 
from this that they are all commercial successes. It 
must also be remembered that there are probably in 
existence other processes which are working remunera- 
tively and are kept as secrets. This is the natural and 
inevitable condition of things in a novel and difficult 
industry, and the consequent lack of completeness of 
information in a book treating of the industry cannot 
well be avoided. 

THE ELECTRO-CHEMICAL COMPANY'S PROCESS 

This process, known in its original form as the Holland 
& Eichardson process, has been employed on a large 
scale by the Electro-chemical Company of St. Helen's, 
Lancashire. The generating plant consists of three ver- 
tical compound engines of the marine type, each driving 
two djmamos giving jointly 2,6(X) amperes at a pressure 
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of 180 volts. The electrolytic cells are of the type shown 
in the figures. 
In Fig. 43a, ▲ is a rectangular slate tank in which 




Fid 43a. 



dips an inverted stoneware trough b, containing the 
anode c, composed of blocks of retort carbon cast into a 
lea^d cap n. e is iron wire netting, serving as the ca- 
«ode. The shape of this netting may be gathered from 
the section, plan, and perspective sketch given (Figs. 
43a, 43c, and 436), and from the diagram (Fig. 43d), 



,^^ 



- + 
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where a is a longitudinal section of the cell and e is the 
profile of the piece of netting. In like manner a section 



FiQ. 48(i 




of the " bell " or inverted stoneware trough is shown in 
Fig. 43c. Here the lead cap d has cast into it numerous 



.B 




Fio. 486. 



rough lumps of retort carbon, forming a cheap and effec- 
tive anode, connection with which is made by lugs 
passing through the stoneware "bell." The ends of 
the wire netting serving ^s cathode project above the 
surface of the electrolyte and allow of electrical con- 
nection being made. The apparatus is, therefore, cheap 
and simple. 

The method of working is as follows: Brine (nearly 
saturated) is fed into the anode compartment through 
a trapped pipe to prevent escape of chlorine. At the 
same time chlorine is drawn off through tubes from 
the top of the stoneware troughs by a rotatory ex- 
hauster. The slight suction (less than 1 inch) main- 
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tained in the anode compartment helps to remove the 
chlorine as fast as it is generated, and tends to prevent it 
from diffusing into the cathode division. In like manner 
the influx of brine into the anode compartment tends to 
keep the liquid therein fairly free from caustic soda, 
which would otherwise be gradually transferred from the 
cathode compartment. The process of electrolysis is con- 
tinued until the cathode liquid contains about 8 per cent, of 
caustic soda. It is then drawn off and boiled down, the 
salt being fished out and used to make a fresh batch of brine. 

The voltage required is stated to be 6 volts for each 
tank, and the current efficiency when the cells are 
working normally, 66 per cent. The energy efficiency 
is, therefore, 30 per cent. The current density at the 
cathode is 10 amperes per square foot, and at the anode 
14 to 15 per square foot. On account of the necessity 
for drawing off the chlorine under slight suction, a 
certain amount of air is inevitably drawn in through 
the numerous joints needed to connect the large number 
of single cells with the main chlorine trunks. Thus the 
gas (about 30 per cent. 01) is used in Deacon chambers ^ 
for making chloride of lime, and is still more conveni- 
ently employed in the manufacture of chlorate. 

Undoubtedly one of the merits of the process is the 
simplicity of the plant and the absence of a porous 
partition. This latter feature has, however, a certain 

* In the Deacon process (a purely chemical method) for making 
chlorine, a somewhat dilute chlorine is prepared hy the action of 
air on hydrochloric acid in the presence of an active material 
composed of burnt clay saturated with a solution of cupric chloride. 
The chlorine always contains a large excess of air, and is not 
adapted hy conversion into chloride of lime in the ordinary 
hleaching powder chambers. Larger chambers worked systemati- 
cally are, therefore, necessary to obtain a satisfactory absorption. 
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disadvantage. In spite of the eflTorts, described above, 
to keep the anode and cathode products apart, a good 
deal of mingling is apt to occur, lowering the current 
efficiency and contaminating the caustic liquor drawn off 
to be boiled down for solid caustic soda. Moreover, in 
drawing off the contents of the cell no means' exists of 
allowing only the cathode liquor to be taken and retain- 
ing the anode liquor. Thus the whole contents of the 
cell have to be boiled down in order to obtain the caustic 
soda in the cathode compartment. In spite of these 
drawbacks the plant has been lately increased. 

THE HARGREAVES-BIRD PROCESS 

This process is one of those in which the cathode 
product is removed as fast as it is formed, this being one 
of the objects set down on p. 286 as desirable of attain- 
ment. The alkali is obtained as sodium carbonate, 
instead of caustic soda, and in this respect the process is 
inferior to those methods which prepare caustic soda at a 
single operation. An experimental plant has been set 
up at Famworth, in Lancashire ; its description will 
suffice to indicate the chief features of the process. 

A gas engine of 20 h.p. nominal drives a dynamo 
delivering 2,100 amperes at 4-3 volts. The leads in this 
experimental plant are somewhat too small in section, 
and thus it happens that the pressure drops on its < way 
to the electrolytic cell, and at the terminals thereof has 
a value of 3-3 volts. Thus the single cell absorbs 9*3 h.p. 
The electrolytic cell is a cast-iron box, 10 feet long, 6 
feet high, and 2 feet wide. Its general appearance is 
shown in Fig. 44a. It is lined with firebrick set in 
Portland cement. The internal arrangement is shown in 
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the vertical section (Fig. 446). a is the anode, consisting 
of a leaden rod passing through holes drilled in a number 
of blocks of gas carbon. The rod itself is protected by 
a special cement.* The cathodes are sheets of copper 
gauze, which with their leads are shown at b, b in the 
diagram. They support the diaphragms c, c, and are 
themselves supported by distance pieces, which keep 
them from contact with the walls of the cell, so that 
a clear space is left on the outer side of the cathode 
diaphragm. Brine is circulated through the anode 
compartment, passing in its course a box where the 
chlorine is trapped and led pflT, and where salt is added 
so as to compensate for that consumed. A stoneware 
pump forces the brine back to the anode compartment. 

This arrangement will be understood from Fig. 46. 
A is a box with a hopper b, through which salt can be 




Fio. 45. 

introduced. The salt enters a compartment cut off by 
the curtain c, which does not quite reach to the bottom. 
Into the other compartment the brine + chlorine from the 

* According to a recent patent, connection between the carbon 
blocks and the metallic conductor on which they are strung is made 
in a hollow vessel filled with oil, the object of which is to prevent 
the electrotype soaking into and attacking the carbon blocks and 
their connections. 
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anode division of the electrolytic cell enters by the pipe 
D ; the chlorine is trapped and delivered by the pipe o, 
while the brine is pumped out through the pipe B and is 
returned to the anode compartment. 

The space between the cathode and the outer wall 
of the cell is not filled with salt solution. Into it steam 
and carbon dioxide are blown through the pipes d, d, and 
a solution of sodium carbonate trickles away through the 
pipes E, E (Fig. 446). The practicability of this procedure 
depends on the character of the diaphragm. It is claimed 
that the diaphragm is not pervious to ordinary solutions, 
but nevertheless allows electrolysis to proceed through it. 
Thus the liquid in the anode cell cannot ooze through 
en masse, but the cathode products of its electrolysis can 
pass through the diaphragm and make their appearance 
at the exterior surface of the cathode. According to the 
inventor's views sodium is first liberated at the cathode, 
and there acts on water and carbon dioxide, yielding 
hydrogen and sodium carbonate. 

It is evident from this that the diaphragm is a highly 
important part of the apparatus. It is made by spread- 
ing a mixture of asbestos, silicate of soda and Portland 
cement on a paper-making sieve, which is stretched over 
a chamber that can be evacuated. The asbestos mixture 
is thus sucked together to form a compact felt. The 
sheet is dried, and then soaked for some days in a hot 
bath of silicate of soda. The finished diaphragm is 
about J inch thick, and is of good mechanical strength. 
At the time of the author's visit to the works the 
diaphragm then in use had been running day and night 
for thirty-four days, and seemed to be still working well. 
The COj necessary for the carbonation of the soda is (in 
the experimental plant) obtained from the exhaust of 
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the gas-engine, first scrubbed free from sulpbur dioxide. 
The chlorine is obtained of full strength, the joints 
of the apparatus being few considering its output, 
and serious leakage of air being thus avoided. At Fam- 
worth the chlorine is being used for making both bleach- 
ing powder and sodium chlorate. With regard to the 
working of the apparatus, it is stated that the current 
efficiency is 97 per cent, and that the pressure required 
is 3*3 volts. The energy efficiency will be discussed in 
a succeeding paragraph. The current density used is 
about 20 amperes per square foot of cathode surface, 
and rather less on the anode, the exposed area of which 
is somewhat greater than that of the cathode on account 
of its irregularity. The results obtained by the experi- 
mental apparatus have been so good that a large instal- 
lation is about to be started to work the process on an 
industrial scale. 

The Hargreaves-Bird process presents several features 
of merit and interest which may be usefully discussed. 
In the first place, as stated on p. 302, the process is de- 
signed to produce chlorine and sodium carbonate, and 
does not attempt to manufacture caustic soda. The end 
products being sodium carbonate, hydrogen and chlorine, 
instead of caustic soda, hydrogen and chlorine, the amount 
of energy which has to be supplied to bring about the 
decomposition of the salt is smaller than that necessary 
when caustic soda is produced, being indeed 4296 Cal, 
instead of 53-06 Cal. This corresponds with a critical 
voltage of 1'85 volts instead of 2-29. Now the Har- 
greaves-Bird process is stated to have a current efficiency 
of 97 per cent., and to require a working voltage of 3*3 

1'8B 
volts. Therefore its energy efficiency is 97 x -^ — per 

3'3 
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cent., i.e, 644 per cent. This is appreciably better than 
that of most processes making caustic soda instead of 
sodium carbonate. It must be noted, however, that this 
calculated energy efficiency is somewhat higher than the 
truth, because a certain amount of heat energy is sup- 
plied to the apparatus by the steam which is blown in 
together with the CO^. Making all reasonable allowance 
for this, the result remains satisfactory, though it is 
instructive to observe how large a waste of energy 
occurs even in a well-devised process, distinguished from 
its rivals by its economy of working. 

The next point of interest in the Hargreaves-Bird 
process is the comparatively large size of the apparatus. 
The single ten-foot cell which has been run continuously 
for considerably more than a month is capable of pro- 
ducing 1 ton of bleaching powder per week of seven days 
of twenty-four hours each, and '53 ton of sodium car- 
bonate. These figures correspond with 13-3 pounds of 
bleach and 7*1 pounds of sodium carbonate per hour for 
a single cell. Most other processes which have been 
tried can only be worked with cells which are compara- 
tively small, e,g, giving one-fiftieth of this output per cell. 
The multiplication of parts thus needed is a serious dis- 
advantage, and therefore the large cell with large output 
must be reckoned as a substantial merit of the Har- 
greaves-Bird process. The next point is the nature of 
the diaphragm. A good deal of mystery attaches to this 
part of the apparatus. Whether the inventor is right 
in stating that a diaphragm made as described above 
is impervious to water, but will allow electrolysis to pro- 
ceed through its pores, is a question difficult to answer. 
The fact remains that the diaphragm is efficient for its 
purpose, which is to keep the salt solution in the anode 
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compartment, and to allow the cations of sodium to make 
their way to the copper gauze cathode, and there in the 
presence cjf CO, and steam yield the cathode products 
hydrogen and sodium carbonate. These continuously 
escape from the cathode, and thus the sodium carbonate 
is not liable to be in its turn electrolysed, as is the 
caustic soda produced in a cell of the ordinary type, in 
which the cathode product accumulates in the neighbour- 
hood of the cathode until it reaches a sufficient con- 
centration to warrant its removal and recovery by boiling 
down the cathode liquor. It is by no means clear why 
the Hargreaves-Bird process should not be used for the 
manufacture of caustic soda, by blowing steam without 
carbon dioxide into the cathode compartment. No doubt 
the plan has been tried ; some working difficulty may 
have prevented its adoption. Precise information on the 
subject is lacking. The fact that caustic soda is not 
made is a drawback of the Hargreaves-Bird process, the 
price of sodium carbonate being considerably lower than 
that of a chemically equivalent amount of caustic soda. 
A process producing sodium carbonate can, however, 
always turn out caustic by adding to the process proper 
the simple chemical operation of causticising the soda 
ash by means of lime. Thus caustic soda or soda ash 
(sodium carbonate) can be made and sold according to 
the state of the market. An ideal electrolytic process 
would turn out either at need, by a slight alteration in 
mode of working, but the time for this is not yet. 

The remaining point of interest in the Hargreaves- 
Bird process is that it makes chlorine of full strength. 
This is chiefly due to the large size of the apparatus 
and the absence of those innumerable tubes, all with 
joints, most of them leaky, which are necessary in a 
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process Laving numerous small units of plant. Thus 
bleaching powder is made as readily as by any purely 
chemical process, and no special apparatus or process for 
utilising chlorine largely diluted with air is necessary. 
Taking all these things into consideration, it is clear 
that the Hargreaves-Bird process presents much that is 
worth study, and has as good a prospect of attaining com- 
mercial success as it is possible for any process to possess 
which has not been actually worked on a manufacturing 
scale. 

THE CASTNER-KELLNEB PROCESS 

This is the only process which is being -worked in 
this country on a large scale and in a profitable iaanner. 
The principles on which the process depends are well 
known. The precise mode of working is kept scrupu- 
lously secret. In consequence of this only a diagrammatic 
sketch (Fig. 46) of the apparatus can be given. 




Fio. 46. 

The cell shown in the figure is divided into three com- 
partments A, B, c, by two vertical partitions reaching 
almost to the bottom of the cell, but not making a water- 
tight joint therewith. Each partition reaches dpwn into 
a shallow groove, so that when the bottom of the cell is 
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covered with liquid each compartment is completely 
trapped. The liquid used to cover the bottom of the 
cell is mercury, a layer of which is indicated by the 
shaded portion in the figure. On this mercury a layer 
of salt solution rests in the two compartments a and c, 
and a layer of water in the compartment b. In a and c 
are carbon anodes and in b is an iron grid acting as the 
cathode. The cell is supported on a knife edge at one 
end and on an eccentric at the other. On rotating the 
latter the cell is given a slight vertical motion at that 
end and rocks on its knife edge at the other. The layer 
of mercury at the bottom of the cell is thus gently 
oscillated. The cell is completely closed and there are 
pipes (not shown in the figure) for leading off chlorine 
from the anode compartments and hydrogen from the 
cathode compartment. Means are abo provided for 
supplying fresh salt solution to the anode compartments 
and for drawing off the solution of caustic soda which 
forms in the cathode compartment. 

The action of the cell is as follows : — 

The mercury acts as an intermediate electrode between 
the anodes and the cathode. At the anodes chlorine 
is evolved and sodium is produced at the surface of the 
mercury facing each anode. The sodium dissolves in 
the mercury, and, on account of the oscillating move- 
ment of that liquid, passes into the cathode compart- 
ment. Arrived there the mercury acts as anode towards 
the iron cathode. The sodium which it contains reacts 
with water, and caustic soda and hydrogen appear at 
the iron cathode. The mercury, therefore, acting as a 
true intermediate electrode, functions first as a cathode 
towards the anode of the cell, and then as an anode to- 
wards the cathode of the cell. But besides this it serves 
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effectively as a diaphragm to keep the aqueous liquids 
in the anode and cathode compartments separate. It 
also serves as a solvent for the sodium and a means 
of transferring it from the anode to the cathode com- 
partment. It is, therefore, at once an anode, a cathode, 
a diaphragm, a carrier and a liquid seal. 

The critical voltage necessary for the electrolytical 
decomposition of salt by the Castner-Kellner process is 
precisely that necessary for any other process having 
chlorine, caustic soda, and hydrogen as its end products. 
Although sodium is liberated at the cathode surface of 
the mercury facing the anode of the cell, yet it is 
oxidised in due course at the anode surface of the 
mercury facing the cathode of the cell. Thus the extra 
energy needed for the liberation of sodium instead of 
caustic soda in compartments a and o is precisely 
balanced by the energy provided by the oxidation and 
hydration of the same amount of sodium in compart- 
ment B. Looking at it in another way, one may say 
that the critical voltage between the anode and the 
cathode of the cell is the algebraical sum of the voltage 
between the anode and the mercury and between the 
mercury and the cathode. The case may be argued 
step by step thus: — 

(1) An aqueous solution of sodium chloride decomposed 

so as to yield sodium and chlorine requires the 
expenditure of 96-Bl Cal per gramme equivalent. 

(2) The combination of sodium and mercury to form 

sodium amalgam liberates 21*60 Cal per gramme 
equivalent. 
Therefore on the anode side the energy required is 
96-51 - 21-60 = 74-91 Cal, i.e. 312,125 joules, correspond- 
ing with a critical voltage of 3*23 volts, 
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But on the cathode side we have : — 

(1) Sodium amalgam being decomposed and requiring 

for its decomposition 21*60 Cal per gramme 
equivalent. 

(2) The reaction of sodium with water, displacing 

hydrogen and forming caustic soda with an 
evolution of 43*31 Cal. 

Therefore on the cathode side we have a source of 
energy amounting to 4331 - 21-60 Cal = 21-71 Cal, i.e. 
90,458 Cal, corresponding with a maximum available 
voltage of 0-94 volt. 

This vQltage is in a direction opposed to that previously 
calculated for the anode compartment, wherefore the 
actual critical voltage of the cell is their algebraic 
sum, viz. 3-23 — 0*94 = 2*29 volts, which is the value 
previously calculated as the critical voltage of a cell 
electrolysing a solution of sodium chloride without the 
use of mercury as an intermediary. 

It is clear from this that the use of mercury as an 
intermediate electrode does not give rise to any increased 
consumption of energy in the cell. Such advantages as 
it presents are, therefore, free from a drawback which 
might be feared on casual inspection. These advantages 
are sensible enough. There is a complete separation of 
anode and cathode products. Formation of such sub- 
stances as sodium hypochlorite and sodium chlorate by 
interaction of caustic soda and chlorine is impossible 
under normal conditions of working. From the cathode 
compartment sodium chloride is completely absent and 
the caustic soda obtained is pure. The ordinary porous 
diaphragm, which has usually either a high resistance or 
a short life (and frequently both), is abolished altogether. 
Against these advantages must be set the large quantity 
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of mercury required, which represents a considerable 

amount of capital locked up. The loss of mercury, given 

careful handling, is in no way serious. Neither does 

there appear to be any ground for the outcry against the 

process made in its early days on the ground that 

suflScient mercury vapour escapes to endanger the health 

of the workpeople. 

The current efficiency of the process is said to be high 

(90 per cent.). The voltage usually required is 4 volts, 

2 '29 
wherefore the energy efficiency is -j- x 90 per cent. = 

61*6 per cent., a value similar to that calculated for the 
Hargreaves-Bird process (p. 302), viz. 644 per cent. But 
it must be remembered that the Hargreaves-Bird process 
yields sodium carbonate; the Castner-Kellner gives 
caustic soda. The smaller efficiency is more than com- 
pensated for by the greater value of the product. 

Few details of the practical working of the Castner- 
Kellner process have been allowed to become public. 
The only point of special interest which is generally 
known is that it is advisable to purify the brine from 
calcium and magnesium salts by precipitating these 
impurities with carbonate of soda. 

The process is at work in England, at Weston Point, 
in Lancashire, where a plant of about 1,000 h.p. is in 
use; a second plant of equal size is now being put 
down. Another plant of 2,000 h.p. (also about to be 
doubled) belonging to the Mathieson Alkali Company 
is running at Niagara, using current supplied by the 
Niagara Falls Power Company, and of this, too, a few 
details may be given. The output is stated to be 10 tons 
of caustic soda and 24 tons of bleaching powder per day 
of 24 hours ; the current efficiency 86 to 90 per cent. ; 
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the pressure required 3'B volts, f.e. the energy efficiency 
is BB-6 to B8-9 per cent. These statements are found to 
be concordant if we assume that the joint efficiency of 
the transformers and dynamos is 80 per cent. 

This is not an unreasonable loss, inasmuch as the cur- 
rent has not only to be let down in voltage, but has to 
be transformed from an alternating to a direct current. 
The current comes from the power house at a pressure 
of 2,200 volts; it is transformed down in stationary 
transformers to a pressure of 120 volts. At this pressure 
the current (which is, of course, still alternating) passes 
to motor-transformers, which transform it to a direct 
current delivered at a pressure of 200 volts, this being a 
convenient voltage for working a group of electrolytic cells. 

The anodes used are ordinary " squirted " carbons ; 
they are subjected to a " special treatment," designed to 
render them more refractory, and are said to last a year. 
Connection is made with them by means of a lead cap 
cast on one end. The caustic soda solution obtained 
is fairly concentrated, e.g. about 20 per cent, strength. 
Much is sent in liquid form in tank-waggons to soap- 
makers in Buffalo, which is about twenty miles from 
Niagara. Some is boiled down and sold in the solid 
state to the Electro-chemical Company, whose works are 
close to those of the Mathieson Alkali Companjjr. This 
company (not to be confused with the English company 
of the same name) uses it for making sodium by the 
Castner process (g.t?.). The Solvay process uses an inter- 
mediate electrode of mercury, which is arranged so as to 
flow continuously over a weir, its surface containing 
sodium going to the cathode compartment, and a new 
surface being thus exposed in the anode compartment. 
In this process, the salt solution standing immediately 
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over the mercury is kept of a higher sp. gr. than that 
surrounding the anode, whereby acM^ess of chlorine to the 
mercury-sodium surface is hindered. The Rhodin pro- 
cess is one having a mercury electrode. Its general 
principles are so similar to those of the Castner-Kelhier 
apparatus that prolonged litigation has taken place be- 
tween the companies owning the respective patents. 
The Le Sueur apparatus, as first devised, resembled that 
of Holland & Richardson in respect of the fact that the 
anodes were blocks of carbon contained in a stoneware 
bell dipping in a trough of salt solution. The process, 
which is at work at Rumford Falls, Maine, has lately 
been modified and very thin sheets of platino-iridium 
are now used instead of carbon as anodes. These, though 
high in first cost, are permanent, and their use is found 
to be economical. At the bottom of the anode bell is an 
asbestos diaphragm ; on this is stretched a sheet of wire 
gauze, serving as the cathode. Each cell is 9 feet x 5 x 
IJ feet, therefore the units of plant are conveniently 
large. A pressure of 4 volts is needed; the current 
efficiency is stated to be 70 per cent. These figures 
correspond with an energy efficiency of 40 per cent. 
The liquid in the anode cell is kept slightly acid with 
hydrochloric acid. By this means any sodium hypo- 
chlorite which may be momentarily formed by the incur- 
sion of caustic soda from the cathode side of the dia- 
phragm is at once decomposed, and caused to yield its 
equivalent of chlorine instead of oxygen. A good many 
other processes are at work in diflferent parts of the 
world, but the details of their working have not been 
disclosed. The following table (taken, with a few alter- 
ations, from The Electrician) gives a summarised state- 
ment of such information as is available : — 
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PRODUCTS OTHER THAN CAUSTIC SODA AND 
CHLORINE 

Cognate with the industries dealt with above are 
those concerned with the manufacture of caustic potash, 
chlorates and hypochlorites. Substituting potassium 
chloride for sodium chloride in a practicable apparatus 
such as the Castner-Kellner, one would obtain chlorine 
and caustic potash instead of caustic soda. The trade 
in caustic potash, although smaller than that in caustic 
soda, is nevertheless very considerable. Fot certain pur- 
poses, e.g. in making soft soap and in preparing oxalic 
acid from saw-dust, caustic soda cannot be used in place 
of caustic potash. The dearer alkali must be employed, 
and the demand for it is not likely to decrease. The 
raw material, potassium chloride, is much dearer than 
sodium chloride, and thus it is of more importance to 
economise raw material than to decrease to its utmost 
limit the cost of manufacture. Therefore an electrolytic 
process, even if as costly as, or somewhat more costly 
than, one which is purely chemical, has a greater chance 
of success when working on potassium chloride than on 
sodium chloride by reason of its economy of raw mate- 
rial. The cost of raw materials, of power, and the selling 
price of products when a potassium salt is used may be 
compared with similar figures for a sodium salt in the 
following table. The calculation is made for a consump- 
tion of energy of 1 h.p. (at the terminals of the electro- 
lytic cell) acting for a year. The cell is assumed to 
work with an energy efficiency of B7 per cent. 
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POTASSIUM CHLOBIDE 



Weight of 


Products. 


Value of raw 
materials. 


Valaeof 


eleoirolyte 
eoompoMd. 


Gaostio 
potash. 


Chloride 
of lime. 


products. 


4*4 tons 


8-8 tons 


5-2 tons 


£8SSs. 


£121 


SODIUM CHLORIDE 


Weight of 


Products. 


Valae of raw 
materials. 


Value of 


electrolyte 
deoompoied. 


Caustic 
soda. 


Chloride 
of lime. 


products. 


8-6 tons 


2-4 tons 


5-2 tons 


£5 3$, 


£54 



It is assumed that steam power is used in each case, 
and that a h.p. year costs £9. Comparison of this with 
the value of the raw materials dealt with by that power, 
viz. £33 89. for potassium chloride and £5 Ss. for sodium 
chloride, shows at a glance the much smaller proportion 
which the cost of the energy bears to the cost of the raw 
materials in the manufacture of caustic potash than that 
which it does in the manufacture of caustic soda. The 
diflference is still more marked when the selling price of 
the products is used as the basis of comparison. It is 
easy to see that the electrolytic manufacture of caustic 
potash by a process not wasteful of raw materials and 
turning out a product of high grade should be remunera- 
tive, even if the cost of energy be somewhat larger than 
that given. There is not, as far as present information 
goes, any electrolytic process specially devised for the 
production of caustic potash as distinct from caustic soda. 
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ELECTROLYTIC MANUFACTURE OF CHLORATES 

If the products of the electrolysis of sodium chloride 
(hydrogen, caustic soda, and chlorine) are brought to- 
gether and caused to combine, they reproduce the com- 
mon salt and water from which they have been derived. 
If one of these products, viz. hydrogen, be eliminated, 
the caustic soda and chlorine interacting will produce 
either a mixture of sodium hypochlorite and chloride or 
one of sodium chlorate and chloride, according to the 
temperature at which the reaction is caused to occur. 
Thus:— 

(a) 2NaOH + 2Cl = NaCl + NaOCl + H,0; or 
(6) 6 NaOH + 6 CI = B NaCl + NaClOj + 3 H^O. 
It must not be supposed, because a portion of the sodium 
chloride used in preparing the caustic soda and chlorine 
is regenerated, and thus chlorine appears to be uselessly 
consumed, that there is any waste of the oxidising or 
chlorinating power of the chlorine. For 1 molecule of 
sodium hypochloride (NaOCl) is equivalent in oxidising 
power to 2 atoms of chlorine, and similarly, 1 molecule 
of sodium chlorate is equivalent to 6 atoms of chlorine. 
It may, therefore, be accepted that the oxidising and 
bleaching products formed when the anode and cathode 
products (excluding H) of the electrolysis of sodium 
chloride are brought together are precisely equivalent 
in oxidising or bleaching value to the chlorine normally 
evolved in the anode compartment. It might be assumed 
from this that the simplest manner in which a bleaching 
solution could be prepared would be by electrolysing 
a solution of common salt or other suitable chloride in 
a cell without a diaphragm. But such electrolysis could 
be conducted only up to a certain point. The hypo- 

319 



PRACTICAL ELECTRO-CHEMISTRY 

chlorite (or chlorate) formed by the union of the caustic 
soda from the anode and the chlorine from the cathode 
would not be confined to the neighbourhood of the anode. 
It would be free to diflFuse to the cathode, and would 
there be reduced to chloride. Thus the energy impressed 
on the electrolyte would be consumed in oxidising chlo- 
ride to hypochlorite (or chlorate) and subsequently re- 
ducing it again to chloride. The net result is merely the 
conversion of electrical energy into heat — ^an outcome 
unintended, costly and useless. Therefore the simple 
plan whereby sodium chloride can be directly oxidised 
to hypochlorite (or chlorate) in an undivided electrolytic 
cell can be utilised only under particular conditions ; in 
general a more complex arrangement is necessary. The 
methods which promise greatest prospect of success may 
be usefully discussed. 

PRODUCTION OF HYPOCHLORITES 

Sodium hypochlorite may be made by the electrolysis 
of a solution of sodium chloride, using carbon electrodes, 
employing no diaphragm, and mixing the anode and 
cathode products by agitation. The temperature of the 
electrolyte should be kept low, e.g, below 60° F. = 16° C. 
The concentration of the sodium chloride solution may 
be high, but that of the hypochlorite should be low, 
e.g. 8 grammes per litre. It is impracticable to convert 
more than a small fraction of the sodium chloride into 
hypochlorite, because, as the concentration of the latter 
rises, it is itself acted on and reduced at the cathode. 
Therefore the commercial production of a hypochlorite 
in this manner is confined to cases where the electrolysed 
liquor can be used for bleaching purposes and returned 
to be again oxidised and made again effective as a bleach- 
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ing agent. Should the use of the bleaching liquor con- 
taminate it seriously (as in the bleaching of paper), it 
may not be feasible to return it to the electrolysing cell. 
In this case the process described can only be used when 
the raw material, e,g, sodium chloride, is so cheap and 
abundant that it can be used wastefuUy. Similar 
bleaching liquids suitable for circulation through a 
bleaching process and return to the electrolytic cell can 
be prepared from calcium chloride and magnesium chlo- 
ride. In the case of the latter, the liquid is particularly 
active, because magnesium hypochlorite is an unstable 
salt, and is readily hydrolysed, yielding free hypo- 
chlorous acid. It is this property which has led to 
extravagant statements concerning the remarkable 
bleaching and oxidising effects of an electi:olysed solu- 
tion of magnesium chloride ; these are due to the pres- 
ence of free hypochlorous acid. Where it is desirable to 
obtain a particularly active bleaching agent, a solution 
of hypochlorous acid formed by treating a solution of 
common bleaching powder with carbonic acid can be 
adopted. Choice between such a solution and one pre- 
pared by electrolysis is governed wholly by their cost. 

A ipethod for electrolysing sea-water, known as the 
Hermite process, and intended for the production of an 
oxidising, deodorising and bleaching liquor, chiefly for 
the treatment of sewage, has been tried in this country 
at various seaside places without achieving any great 
success. It merits no detailed description, being merely 
an arrangement for producing a weak solution of hypo- 
chlorites by the electrolysis of the chlorides naturally pre- 
sent in the sea- water. In cost it compares unfavourably 
with that of bleaching powder and similar chlorinating 
agents. 
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Should a demand arise for pure hypochlorites, i,e, for 
solutions free from the large excess of chlorides inevit- 
ably present in any chlorinating solution produced by 
the direct electrolysis of a chloride without separating 
cathode and anode products, it can be met by any suc- 
cessful process for the manufacture of alkali and bleach, 
e.g. the Castner-Kellner process. It will then be worked 
as an adjunct to the main manufacture of caustic soda 
and bleaching powder ; the cost of such a bleaching 
liquor will depend primarily on that of the chlorine 
produced electrolytically, and if that is smaller than 
the price of chlorine made by chemical processes, there 
will be a corresponding saving in the cost of production 
of the bleaching liquor. 

PRODUCTION OP CHLORATES 

What has been said with regard to hypochlorites 
applies generally, mutcUis mutandis^ to chlorates. The 
obvious method of preparation is to manufacture caustic 
soda and chlorine in any good electrolytic apparatus, and 
to use the chlorine for the production of chlorates pre- 
cisely as it is used when its mode of preparation is purely 
chemical. Seeing that the chlorine may happen to be 
diluted with air, drawn in through the many joints 
usually requisite in an electrolytic chlorine plant, its 
utilisation for making chlorate is, on the whole, prefer- 
able to its employment for the production of bleaching 
powder, which is best made with chlorine of full strength. 
This view has commended itself to the Electro-chemical 
Co. (whose process is described on p. 298), who consume 
a good portion of their output of chlorine for making 
chlorate. Granting that chlorate is to be made with 
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electrolytic chlorine, it becomes sufficient to indicate the 
nsual chemic&l process for chlorate manufacture. 

Potassium chlorate is that which is manufactured in 
the largest quantity. It is not made directly by the 
action of chlorine on caustic potash according to the 
equation — 

6 KOH + 6 CI = 5 KCl + KCIO, + 3 H,0,* 

because five-sixths of the necessary caustic potash would 
be converted into potassium chloride, a comparatively 
low-price salt. The plan used to get over this difficulty 
is first to prepare calcium chlorate thus : — 

6 Ca(OH), + 12 CI = B CaCl, + CaCClOs), + 6 H,0, 

and then to act on this with potassium chloride thus : — 

CaCClOg), + 2 KCl = 2 KCIO3 + CaCl,, 

giving potassium chlorate and calcium chloride. There 
is, therefore, no waste of any potassium salt, and the use 
of caustic potash, which is comparatively costly, is dis- 
pensed with. The manufacturing operation consists in 
passing the chlorine into hot milk of lime, contained in a 
series of cylindrical vessels. The contents of the vessels 
are kept agitated and the absorption of the chlorine is 
conducted systematically, i.e. the chlorine as it enters 
is passed into a vessel already nearly saturated, and as it 
leaves passes out through a vessel containing fresh milk 
of lime. The liquor containing calcium chlorate is run 
into settling tanks and is there treated with potassium 
chloride. The solution, which may be regarded as con- 
taining, potentially at least, potassium chlorate and calcium 

^ The action of chlorine on a caustic alkali gives a hypochlorite 
as the main product when the solution is cold, and a chlorate 
when the solution is hot. The two reactions are shown on page 
319. 
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chloride, is evaporated until it attains a specific gravity 
of 1*35, when potassium chlorate crystallises out. The 
calcium chloride liquor, retaining a portion of potassium 
chlorate, is run off and cooled strongly to induce a further 
fraction of the potassium chlorate to crystallise. The 
crude potassium chlorate is recrystallised to free it from 
adhering calcium chloride, and is then pure enough for 
ordinary commercial purposes. 

When, however, chlorate is made by some special pro- 
cess of electrolysis, distinct from those designed for the 
manufacture of alkali and bleach, certain difficulties 
arise. The direct method of electrolysing a hot solution 
{e.g. one at a temperature approaching that of the boiling- 
point of water) of potassium chloride in a vessel without 
a diaphragm, and causing free mixture of the caustic 
potash and chlorine produced, is feasible only up to a 
small concentration. The recovery of the chlorate from 
a solution rich in chloride by means of any process of 
crystallising out the chlorate is somewhat expensive. 
Thus some means must be sought to permit the produc- 
tion of a more concentrated solution. Where no dia- 
phragm or other means of separation exists, the anode or 
oxidised product (the chlorate) will reach the cathode and 
be there reduced. At the same time the caustic alkali 
forpaed at the cathode may itself serve to convey the cur- 
rent and yield as ultimate products oxygen and hydrogen. 
In either case electrical energy is expended uselessly, in 
the first instance appearing as heat in the solution, and 
in the second being represented by the chemical energy 
of products which are not required and are useless to the 
chlorate manufacturer. Several suggestions have been 
made to remedy these disadvantages. Thus Kellner pro- 
poses to add to the solution of potassium chloride a small 
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quantity of a sparingly soluble hydroxide, such as slaked 
lime or magnesia. He takes a saturated solution of 
potassium chloride and adds to it about 3 per cent, of 
slaked lime ; a portion of this dissolves, but the greater 
part remains in suspension. The electrolyte may, there- 
fore, be regarded as saturated with calcium hydroxide, 
and containing a store of undissolved calcium hydroxide 
ready to dissolve should that already in solution be used 
up from any cause. In order to provide a supply of lime 
to all parts of the electrolyte, the liquid is agitated so as 
to prevent the slaked lime from settling out. On electro- 
lysing this solution, electrolysis is confined practically to 
the potassium chloride ; the quantity of calcium hydroxide 
in solution is so small that no appreciable proportion of 
the current is conveyed thereby. The chlorine evolved 
at the anode comes in contact with the dissolved calcium 
hydroxide, and at the temperature proper to the reaction 
forms calcium chlorate and calcium chloride. The former 
reacts with the potassium chloride, yielding calcium 
chloride and potassium chlorate. The latter, together 
with the calcium chloride produced by the reaction of the 
calcium chlorate with the potassium chloride, is decom- 
posed by the caustic potash liberated at the cathode, 
giving calcium hydroxide and potassium chloride. Thus 
all the materials return to the status quo ante, except a 
portion of the potassium chloride which has been con- 
verted into potassium chlorate. The function of the 
calcium hydroxide is merely to provide a medium for the 
absorption and utilisation of the chlorine, which is then 
passed on to the caustic potash at the cathode. It may 
be said that the same ejBTect could be produced by adding 
caustic potash to the electrolyte. This is true, but the 
plan has the disadvantage that on account of the solu- 
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bility of caustic potash the whole of that added would 
be in solution, and not chiefly undissolved and in sus- 
pension as a reserve to be drawn upon as occasion re- 
quired. To have the whole of the caustic alkali in solu- 
tion would lead to the inconvenience (dealt with above) 
of a part of the electrolysis proceeding with the caustic 
potash as an electrolyte instead of the potassium chloride 
exclusively acting thus. It would therefore be necessary 
to add the caustic potash little by little as it was required, 
whereas the slaked lime, on account of its sparing solu- 
bility, regulates the supply of alkaline hydroxide auto- 
matically. 

This idea of Kellner is ingenious and appears sound 
in principle. No informalsfcwi, however, is forthcoming 
as to its having been used on a m^ufacturing scale. 
This lack of specific information^ ^^characteristic of the 
chlorate manufacture, which is being quietly pursued by 
various firms who guard their particular methods with 
much care. Nevertheless, it may be taken that all essen- 
tial principles have been treated of in the foregoing para- 
graphs, and that novelties and secrets of manufacture 
relate rather to the form of apparatus and small details 
of working than to any great or fundamental drfference 
from what is generally accepted and understood. 

The idea underlying the method of Kellner, which is 
described above, receives fresh illustration from the re- 
searches of Bischoff and F5rster on the electrolysis of a 
solution of calcium chloride. When calcium chloride is 
used instead of potassium chloride, the calcium hydroxide 
liberated at the cathode forms a coating thereon, which 
confines the reducing action of the hydrogen simultane- 
ously formed to very narrow limits, acting, in fact, as a 
sort of diaphragm, preventing access of the chlorate (or 
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hypochlorite) to the cathode. It is evident also that the 
solution of calcium chloride must contain calcium hydrox- 
ide in solution, and indeed in suspension, as portions of 
the film on the cathode become detached. Thus the 
electrolyte is in much the same condition as Kellner's, in 
which there is an automatically regulated supply of 
alkaline hydroxide capable of absorbing and utilising the 
chlorine evolved at the cathode. The resistance at the 
cathode is considerably increased by the film of calcium 
hydroxide adhering there, and in this respect the arrange- 
ment is inferior to Kellner's. Another difference is the 
greater solubility of calcium hydroxide in calcium 
chloride solution than in water (or a solution of potassium 
chloride). This is of doubtful advantage, inasmuch as 
the presence of any considerable quantity of alkaline 
hydroxide in solution and acting as an electrolyte 
will tend to waste current by allowing the formation of 
oxygen and hydrogen as end products instead of the 
chlorate, which is the object of manufacture. 

It may be noted, in closing this section, that a still 
higher state of oxidation than that represented by the 
chlorates may be attained electrolytically. When a 
solution of potassium chlorate is electrolysed with plati- 
num electrodes, and with the observation of certain con- 
ditions about to be described, potassium perchlorate 
(KCIO4) is formed. In order to get a good yield, e.g. 
70 to 90 per cent, of the total oxygen in the form of per- 
chlorate, the electrolyte should be kept cool, certainly not 
above 10° C. ; the current density at the anode should be 
high, e.g, 4 to 12 amperes per square decimetre ; and the 
electrolyte should be a saturated solution of the chlorate, 
preferably the sodium salt, because of its solubility being 
greater than that of the potassium salt. It is noteworthy 
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that a good deal of ozone is given off daring the electro- 
lysis, and it has even been suggested to utilise this fact 
for the manufacture of that gas. At present, however, 
there is no great commercial demand for either ozone 
or perchlorate. 
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The Electrolytic Manufacture of 
Organic Compounds and Fine Chemicals 

SEEING that by means of electrolysis a reducing 
action can be exerted on an electrolyte at the 
cathode and an oxidising action at the anode simply by 
the impress of energy without the introduction of any 
foreign matter, it is evident that electrolytic methods for 
the preparation of many chemical substances have a 
prima facie advantage over purely chemical methods, 
which, from the nature of the case, frequently involve 
the use of some substance which ultimately, having done 
its work, forms no part of the product which it is sought 
to obtain, but is rather an encumbrance and impurity to 
be eliminated. To take a simple case : If copper is to be 
precipitated as metal from its sulphate, the work can be 
done by metallic zinc ; it can also be done by passing a 
suitable current (using an insoluble anode). In the one 
case the solution at the end of the operation is encumbered 
by zinc sulphate ; in the other there remains no foreign 
substance, but there are present simply the products of 
resolution — copper and sulphuric acid. Silver may be 
precipitated from its solution by a variety of reducing 
agents, e.g. tartrates, formaldehyde and milk sugar ; the 
products of their oxidation remain in solution. It may 
be precipitated electrolytically without the addition of 
any foreign material. A solution of cupric chloride may 
be reduced to cuprous chloride by means of sulphurous 
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acid, but the resulting solution is contaminated with 
sulphuric acid ; it may be reduced electrolytically and 
remain free from such contamination. A lead salt may 
be oxidised so as to yield lead peroxide by the action of 
caustic potash and chlorine; it may be obtained pure 
and directly by electrolysis. Nitrobenzene may be re- 
duced to aniline by iron and hydrochloric acid ; at the 
cathode the same product may be obtained per se. 
Examples might be multiplied. It must not be con- 
cluded that an electrolytic method of preparing a given 
substance is necessarily preferable to a strictly chemical 
method. Considerations of cost, convenience, speed of 
output, obtainment of a high yield or of useful by-products, 
must all be taken into account, and these sometimes 
turn the balance of advantage against the electrolytic 
method. 

The manufacture of organic compounds, such as dye- 
stuffs, and of fine chemicals, is an industry relatively 
insignificant, although absolutely considerable. The 
processes used are simply laboratory processes writ large, 
and their practice and control are in the hands of a few 
highly trained chemists. It follows that the methods 
employed are in essence laboratory methods, and that 
any advance which may be made, being in few hands, is 
caref uUy guarded from public scrutiny. Such published 
processes as are rational and promising are here 
recorded. 

The typical electrolysis of common organic substances 
recorded in the text-books is that of sodium acetate. 
It may be supposed to take place in two stages: — 

(1) 2 (CHgCOCONa) ) = C^Hq + 2 CO^ + 2 Na ; 

(2) 2Na + H3O = 2NaOH + 2 H. 
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The salt is resolved, yielding ethane and carbonic 
anhydride at the anode and caustic soda and hydrogen 
at the cathode. 

The reaction is general, though not necessarily 
quantitative, with alkali metal salts of the acetic series. 
The acids themselves should split up thus : — 

2 (CHjCOCOH) ) = CjjHe + 2 COj, + 2 H, 

but in dilute solution act simply as aids to the electro- 
lysis of water, much as does sulphuric acid. This de- 
composition of the salts of organic acids may be correlated 
with that of certain of the salts of inorganic acids, where 
the salt is resolved primarily into the metal and the acid 
radicle, both undergoing consequent changes. Thus the 
resolution of sodium sulphate in the presence of water 
may be represented by the equations : — 

(1) NagSO^ =2Na + SO^; 

(2) 2Na + 2H2O = 2NaOH + 2H; 

(3) S0^+ H,0 =JI^SO^ + 0; 

the final products being caustic soda and sulphuric acid- 
Similarly the resolution of sodium benzoate may be 
regarded as passing through corresponding steps, and its 
ultimate result may be represented thus : — 

CeHgCOCONa) + H,0 = CeHgCOcOH) + NaOH, 

Benzoic acid. 

and of the sodium salt of phthalic acid : — 

CeH^CCOONa), + 2H2O = CgH.CCOOHig + 2 NaOH 

Phthalic acid. 
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This is the simplest case.^ If sodium aoetate were de- 
composed in this manner it would yield CH3COOH and 
NaOH. It is the splitting up of the acid radicle which 
gives the products set forth above. The salts of certain 
acids, such as hydroxy acids like lactic and tartaric acids, 
give products which suflfer a further oxidation, which 
may extend to the complete destruction of the radicle 
and the production of so typical a product of limited 
oxidation as CO. The large number of possible changes, 
which are controlled not only by the materials electrolysed, 
but by the conditions of electrolysis, make prediction of 
the course of a given reaction dubious and compel constant 
experiment. This is in process of being carried out by 
several investigators. 

The very obvious idea of reducing nitro-compounds 
by exposing them to the action of the current at the 
cathode appears to have been patented by Die Farbe- 
werke vormals Friedrich Bayer in 1893. According 
to this patent, the nitro - compound is dissolved in 
sulphuric acid either concentrated or only slightly 
diluted and placed in a cell surrounding the cathode; 
the anode is immersed in sulphuric acid of 70 to 90 per 
cent, strength. Examples of this method of reduction 
are furnished. Thus nitrobenzene, CeH5(N03), is dis- 
solved in sulphuric acid in the proportion of 20 kilos in 
160 kilos of sulphuric acid and electrolysed. The pro- 
duct is para-amido-phenol sulphonic acid, CgH4(NH2)(0H); 
the reaction is supposed to take place in two stages, 

^Although this reaction proceeds smoothly in acid or neutral 
solution, yet in alkaline solution decomposition goes farther, the 
anode products being carbon dioxide, carbon monoxide and some- 
times acetylene; a smell of oil of bitter almonds is frequently 
observed. 
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with the iutermediate formation of phenylhydrozyla- 
mine, thos : — 

OeHj(NO,) + 2H, = CeHjCNEXOH) + H,0; 

Phenylhy d xx>xy lamine. 

CeH8(NH)0H = CeH,(NH,)(OH). 

Amido-phenol. 
The ultimate product, para-amido-phenol sulphonic acid, 
separates in crystals from the electrolyte and can be 
filtered off through asbestos. In like manner, from 
ortho-nitrotoluene can be obtained ortho-amido-meta- 
cresol, and from meta-nitrotoluene, meta-amido-mortho- 
cresoL Corresponding amido derivatives can be prepared 
from dinitrobenzene and dinitrotoluene. Such transfor- 
mations are the alphabet of industrial organic chemistry, 
and the only interest or importance attaching to their 
execution by electrolysis turns on questions of cost and 
yield. On these points no information is available. 

The flexibility of electrolytic processes for effecting 
organic reactions is shown by the fact that two other 
products (distinct from amido-phenol) may be prepared 
by the reduction of nitrobenzene : — 

(1) In dilute ftcid solution aniline is formed — 

OeH,(N02) + He = CeH,(NH,) + 2H,0. 

(2) In alkaline solution azobenzene may be obtained — 

2 CeH,(NO,) + H3 = CeH^NNCeHg + 4 H,a 

A large number of similar processes, many of which 
have been patented, deal with the reduction of nitro-com- 
pounds to the corresponding hydroxylamine and amido 
derivatives — reactions which are accomplished without 
difficulty by purely chemical methods. Any advantage 
which may lie with the electrolytic process will rest 
rather on the greater control of the course of the reaction 
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which an electrolytic process may give, or on the avoid- 
ance of waste products and consequent increase of yield, 
than on any novelty in the reaction itself. In certain 
cases, however, electrolytic reduction of organic substances 
takes a characteristic course. Thus certain nitraldehydes 
of the aromatic series yield, not amido compounds, as 
might be expected, but hydroxylamine derivatives. The 
following examples may be given: — 

10 kilos of meta-nitrobenzaldehyde {GqR^{^0^)COB.) 
are dissolved in IBO kilos of sulphuric acid, and electro- 
lysed with a current having a pressure of 4 to 6 volts 
and a density at the cathode of 6 to 7 amperes per 
square decimetre. When the reduction is complete the 
electrolyte is diluted with water ; a colourless substance 
is precipitated. This is an anhydro-derivative of meta- 
aldehydephenylhydroxylamine, C6H4NH(OH)COH. In 
like manner para-nitrobenzaldehyde yields a product 
which is R . hydroxylamine derivative, though not in 
this case an anhydro-derivative. Such products are 
utilised in the manufacture of colouring matters and 
synthetic drugs ; their production is simply a step in a 
long chain of reactions which is conveniently and 
economically accomplished electrolytically instead of 
chemically. An example may be given of the direct 
production of a dye-stuff by electrolytic means. 
Naphthazarine (alizarin black) is dihydroxyanthra- 
quinone, C^q'E^{0B.)202 ; it may be prepared by reducing 
alpha-dinitronaphthalene by means of zinc in the presence 
of strong sulphuric acid. Equally it may be made by 
electrolysing a solution of dinitronaphthalene in strong 
sulphuric acid. This solution is placed in the cathode 
compartment of the cell and electrolysed with a current 
having a density of IB amperes per square decimetre. 
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Elba has studied the conditions of redaction of nitro- 
benzene with intent to obtain a high yield of aniline. 
When sulphuric acid is used as a solvent for the nitro- 
benzene to be electrolysed it may be regarded as serving 
a three-fold use : (1) as a solvent, (2) as aiding conduction, 
(3) as bringing about the transformation of phenylhy- 
droxylamine, which may be regarded as the first product 
of reduction, into para-amidophenol, CeH4(0H)NH,. See- 
ing that aniline, CeH5(NH,), is obtained as well as para- 
amidophenol, it seemed possible by a modification, of 
the conditions of electrolysis to obtain this substance as 
the main resultant and not merely as a by-product. 
When acetic acid is substituted for sulphuric acid as a 
solvent the yield of aniline is considerably increased ; an 
increase occurs also when a lead cathode is substituted 
for one of platinum ; under these conditions the quantity 
of para-amidophenol is correspondingly reduced. It 
appears from direct experiment that para-amidophenol is 
not reduced to aniline, whence it follows that the use of 
a lead cathode must aid in determining the course of the 
reduction of nitro-benzene to aniline instead of to para- 
amido-phenol ; it is suggested that lead itself may effect 
this reduction, much as iron does in the ordinary chemical 
process of making aniline from nitrobenzene. The lead 
oxidised and transformed into a salt (sulphate or acetate) 
by the action of the nitrobenzene is promptly reduced 
by the current and deposited as lead sponge, which again 
acts as a reducing agent. Thus the formation of aniline 
may be truly said to be effected by the action of the 
lead, in spite of the fact that no appreciable quantity 
of lead is permanently oxidised and dissolved. A zinc 
cathode wiU act in a similar way, doubtless for the same 
reason. Such results may be compared with the various 
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products of reduction of nitric acid when treated with 
different metals — nitrous oxide with zinc, nitric oxide 
with copper, nitrous anhydride with silver, and nitrogen 
peroxide with tin. The current may be looked upon 
merely as a convenient method of bringiog into play re- 
actions proper to the several metals which are alternately 
oxidised and reduced. 

A direct instance of this is afforded by the patented 
process of Castner for the reduction of nitro-compounds 
in the cathode compartment of the Castner-Kellner cell 
(see page 309). Here the substance to be reduced is 
exposed to the action of sodium amalgam formed and 
continually renewed electrolytically. A large number of 
investigations have been made to determine the course of 
reaction in similar processes of reduction or oxidation of 
organic compounds by electrolytic means, but the dis- 
cussion of these pertains to the domain of a particular 
branch of organic chemistry and is not cognate with the 
subject of this book. 

Sometimes, however, it occurs that a reaction can be 
brought about electrolytically which cannot be directly 
accomplished chemically. Thus in the normal course 
of oxidation of para-nitrotoluene, CeH4CH3(NOg), para- 
nitrobenzoic acid, CeH4(N0,)C00H, is produced ; by elec- 
trolysis, however, it is possible to obtain para-nitro- 
benzyl alcohol, OeH4(N08)CH,OH. An illustration of the 
use of electrolysis in the preparation of synthetic dye- 
stufife is afforded by the oxidation of certain hydroxy 
acids of the benzene series. The Badische Anilin and 
Soda Fabrik has patented alternative processes for the 
manufacture of a yellow dye-stuff from meta-dihydroxy- 
benzoic acid, 06H3(OH)gCOOH. According to the chemi- 
cal method 10 kilos of this substance are dissolved in 200 
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kilos of strong sulphuric acid and treated with 15 kilos 
of ammonium persulphate, the temperature being kept 
below BO* 0. = 122** F. The reaction is allowed to pro- 
ceed for 12 hours and the mixture is thrown into 1,000 
litres of cold water. The colouring matter separates in 
yellow flocks and can be filtered off and washed. 

The corresponding electrolytic operation is conducted 
as follows: 10 parts of meta-dihydroxybenzoic acid 
are suspended in 40 parts of sulphuric acid of BO® B. 
(specific gravity 1-B3) ; the mixture is placed in the anode 
compartment and subjected to the action of a current of 
20 amperes at a pressure of 8 volts. The current density 
is 20 amperes per square decimetre. The product is 
identical with that produced chemically. It is a fast 
yellow colour applicable to both cotton and wool. Other 
hydroxy acids — e.g. gallic acid CeH2(0H)sC00H, cresotic 
acid CeH3(OH)CH3COOH, and hydroxy-benzoic acid 
(C8H^(0H)C00H) — may be similarly treated so as to 
yield analogous dye-stuffs. 

Another instance of the electrolytic preparation of 
organic compounds is afforded by the oxidation of iso- 
eugenol to vanillin. Eugenol is converted into iso-eugenol 
by treatment with alkalies ; its alkaline solution is then 
exposed to oxidation at the anode, a current density of 
13 amperes per square decimetre and a temperature of 
60® C. = 140® P. being used. The reaction may be 
expressed thus : — 

O.CHa 
C.Ho(OH) +30 

\HC:CH.CH8 

/O.CH3 
Iso-eugenol. = CgHaCOH) + CH3COOH. 

\CHO 
Vanillin. Acetic acid. 
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Vanillin is the odoriferous principle of vanilla, and has a 
high price. It can be prepared from conif erine (Cj^H^^Og) 
by purely chemical methods. The success of its electro- 
lytic manufacture from eugenol is obviously a ques- 
tion of cost and yield by the two processes. It must be 
remembered also that a synthetic product is not always 
as marketable as the natural material. There may be a 
real difference due to the presence of an impurity in one 
or the other, or the difference may be imaginary — ^for 
imagination plays a great part in trade — but, however 
this may be, the artificial body has usually to win an up- 
hill .fight before it is accepted as on a par with the native 
substance. 

The electrolytic manufacture of iodoform has occupied 
inventors. The ordinary chemical method for preparing 
this body is by heating alcohol or acetone with caustic 
potash and iodine, thus: — 

C3H5OH + 10 1 + 9 KOH = CHI3 + KjCOs + 7KI + 7 H^O ; 

Alcohol. 

(CH8)i,C0 + 12 1 + 8 KOH = 2 CHIj + KjCOj + 6 HjO + 6 KI. 

Acetone. 
The same changes can evidently be brought about by 
electrolysing a warm solution of potassium iodide in the 
presence of alcohol or acetone and water. Potassium iodide 
electrolysed in the presence of water may be regarded as 
potentially iodine and caustic potash, thus : — 

2 KI + H2O = KOH + H + I. 

Seeing that alkali is necessary for the reaction which re- 
sults in the production of iodoform, and that it is formed 
at the cathode, together with an equivalent of hydrogen 
which would tend to reduce the iodoform or to combine 
with the iodine to form HI, it is desirable to work with a 

340 



ELECTEOLYSIS OF ORGANIC COMPOUNDS 

diaphragm and to provide a supply of alkali from with- 
out. Of course the alkali formed in the cathode compart- 
ment can be withdrawn and transferred to the anode com- 
partment, the process being thus made self-supporting. 
In an experiment made by Elba a platinum ancde was 
immersed in a solution consisting of IB grammes of Na2C03 
and 10 grammes of KI in 100 c.c. of water and 20 c.c. of 
alcohol ; this was contained in a porous cell and was thus 
separated from the cathode compartment, which contained 
caustic soda solution and a nickel cathode. The temper- 
ature was 70® C. = 1B8® F. and the current density 1 
ampere per square decimetre at the anode. After a three 
hours run a yield of 70 per cent, of the calculated quantity 
of iodoform was obtained. The chief by-product was 
sodium iodate. Bromof orm and chloroform can be pre- 
pared in a similar manner. 

For the manufacture of chloroform an apparatus has 
been devised con^sting of a leaden still, which can be 
heated by steam and contains an agitator armed with 
carbon plates to serve as anode in a 20 per cent, solution 
of common salt. The still itself acts as the cathode. 
Acetone is admitted at the bottom of the still and is 
converted by the joint action of chlorine and caustic 
soda into chloroform. The reaction may be regarded as 
occurring in two stages : — 

(1) (CH3)3CO + 3 Clg = CH3COCCIS + 3 HCl ; 

Ghloracetone. 

(2) CHjCOCCla + NaOH = CHgCOONa + CHCIg. 

Sodium acetate. Chloroform. 
The chloroform is distilled off and collected in the usual 
manner. It is stated that from 100 parts by weight of 
acetone 180 parts of chloroform are obtained, as against a 
tlieoretical yield of 206 parts. Assuming the substantial 
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correctness of this claim, it will be noted that only one of 
the two methyl groups in the acetone is utilised for the 
production of chloroform. 

The preparation of an indigo vat for dyeing can be 
accomplished by reducing indigo to indigo-white by 
means of zinc in alkaline solution. Experiments on the 
electrolytic reduction of indigo have shown that it takes 
place much more readily when a solution of zinc oxide in 
caustic soda is used as the liquid at the cathode than when 
caustic soda alone is used. In fact, it appears to be neces- 
sary to use the zinc as an oxygen carrier, and thus ensure 
the reduction proceeding to the desired point ; otherwise 
either the indigo is not fully reduced or the reduction is 
carried a step farther than indigo-white and the vat is 
spoiled. 

The case is parallel to that already cited on page 337 
viz. the reduction of nitrobenzene to aniline by the aid 
of a lead cathode. 

There has been much systematic study of the course of 
electrolysis and of the products obtained in the case of 
definite classes of organic substances, such as the alcohols, 
the salts of acids of the fatty series, salts of acids of the 
aromatic series, nitro-compounds and the like, which 
will doubtless form a starting-point for many indus- 
trial processes in due time. At present such work is of 
purely academic interest, and special manuals such as 
Dr. W. Lfib's Elektrolyse und EleJctrosynthese organischer 
Verbindungen must be consulted for a knowledge of its 
details. 

Sharply distinguished from this systematic enquiry 
are certain processes which are almost wholly empirical, 
but have nevertheless attained a sufficient measure of 
success to justify a description. 
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In the purification of crude sugar juice, lime is com- 
monly used to neutralise organic acids and to precipitate 
albuminous substances and colouring matter. It has 
been proposed to accomplish this defecation by electro- 
lysing the juice between electrodes of zinc or aluminium. 
The anode is attacked, giving a zinc or aluminium salt, 
and alkali is produced from the alkaline salts naturally 
present in the juice ; the products of the two electrodes 
intermingle, giving rise to a precipitate of hydrated zinc 
oxide or alumina, which acts as a defecating agent. It 
is stated that a few minutes' treatment is eflfective. 

Assuming that the defecation is better accomplished 
thus than with lime, there appears to be no reason why 
the use of hydroxides produced electrolytically should 
present any advantage over the same substances prepared 
chemically. A similar process has been proposed in 
which lead anodes are used, and the same remark applies. 

Somewhat elaborate experiments by Baudry (Jahrbtich 
fUr Elektrochemie, 1897, 323) have shown that, when raw 
juice from beets is defecated with a small quantity of 
Ume and then electrolysed with zinc anodes, a greater 
purification is ejSected than with lime alone. A large 
consumption of zinc and a considerable expenditure of 
electrical energy, however, make the process unduly 
expensive. It does not appear that a comparison has 
been made between the use of zinc hydroxide made 
chemically as a defecating agent and that of the same 
substance prepared electrolytically. Failing such data 
it is impossible to decide how much of the advantage 
claimed arises from employing a defecating agent other 
than lime and how much is due to the use of electrolysis. 
Endeavours have been made to aid the purification of 
crude sugar juice by treatment with ozone alone or aided 
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by electrolysis. The degree of purification attained is 
not bigh, and the process offers little prospect of practical 
employment. 

The process of tanning, which consists essentially in 
treating hides with an aqueous solution of tannin derived 
from various barks, berries and other vegetable products, 
is one of the slowest operations industrially carried out, 
being comparable in this respect with the seasoning of 
timber or the manufacture of white lead by the old 
Dutch or English corrosion process. 

This slowness is largely due to the difficulty with 
which the tannin penetrates into the hide. As the pene- 
tration progresses, the outer part of the hide becomes 
converted into leather and is thereby made impervious, 
consequently the rate of penetration decreases. Months 
of soaking in the tan pit are, therefore, necessary for thick 
hides. Many attempts have been made to hasten this 
absorption of tannin by hide. The methods used include 
circulating the tan liquor so that fresh portions are con- 
tinually presented to the hide, forcing the liquor through 
the hide by pressure, and using strong aqueous extracts 
of tanning materials. It has been sought to attain the 
same object by passing a current of electricity through 
the vat in which the hides are suspended. One such process 
(Groth's) has been found to shorten the time of tanning 
to a quarter of that necessary when no current is used, 
and the leather is said to be unexceptionable. The 
apparatus devised by Groth is designed to hasten tanning 
by circulation of the tan liquor as well as by the use of 
electricity. The tan liquor is contained in a tank in 
which is a frame carrying hides and capable of being 
moved to and fro or rotated so as to bring the hides con- 
tinuously into contact with fresh liquor. Copper elec- 
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trodes are placed at the side of the tank. For a vat 
holding 1,500 gallons a current of not more than 4 
amperes is used. 

The current density is not more than O'l ampere per 
square foot of transverse section of the vat. With this 
mild stimulus it was found that the rate of tanning was 
sixteen times as fast as when the hides were simply im- 
mersed in the tan liquor and allowed to be stationary, and 
four times as fast as when the hides were moved and no 
current passed. Considering the well-authenticated tests 
which have been made, it is noteworthy that tanners at 
large will have nothing to say to electric tanning. In 
the Worms and Bale process (which was the forerunner 
of Groth's) the apparatus used is a barrel of about 12,000 
litres capacity and taking a charge of 700 kilos of hide 
and 6,000 litres of oak-bark extract. The electrodes 
attached to the inside of the drum are of copper. A 
current of 11*5 amperes at a pressure of 74 volts is used. 
Tanning is said to be complete in 48-144 hours, but the 
process is somewhat violent, the leather suffering from 
the mechanical pounding which it receives. 

Another process, consisting essentially in passing a 
current of 12 amperes at 60 volts between electrodes of 
nickel-plated copper through a bath in which tanning 
liquor was continually circulated by a pump, proved to be 
capable of tanning heavy leather in about six days, the 
product being not inferior to that prepared by the old 
process in twelve months. 



3^5 



SECTION VIII 
Power 



347 



Power 

IN certain electro-chemical industries, such as the 
electrolytic recovery of gold from cyanide solutions 
used to extract its ores, in plating, and in refining as 
distinct from winning metals, the quantity of energy 
required is not large. 

The fact that in a large copper refinery some hun- 
dreds of H.p. (or even a few thousands) may be utilised 
is a contradiction to this statement, not real, but only 
apparent. The huge size of modem copper refineries 
obscures the fact that the energy needed per ton of cop- 
per handled is by no means large. Thus on page 40 it 
is shown that, with a liberal allowance for waste, a plant 
of 1,000 H.P., working day and night for a year of 366 
days, will give an output of 16,000 tons of copper — an 
enormous amount of what is a relatively costly metal. 

In other electro-chemical industries, however, such as 
the manufacture of caustic soda and chlorine, of sodium, 
of aluminium, and of calcium carbide, the expenditure of 
energy is extremely great.. So large is it that a source 
of cheap power is indispensable for these industries. 

At present the cheapest form of power is that afforded 
by moving water. A large steam plant deriving its 
energy from cheap coal comes next. Water power is 
usually obtainable only in mountainous regions difficult 
of access, remote from supplies of raw materials and 
labour. Thus it comes about that frequently when both 
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raw materials and labour are required in quantity it 
may be more remunerative to use somewhat dear steam 
power at a spot where both are abundant than to seek 
cheaper power from water in an industrial desert. This 
holds good to-day, when the quantity of energy obtain- 
able from coal by means of a boiler and steam engine is 
not greater than 10 per cent. ; it will apply with greater 
force when it is possible to extract from coal something 
approaching a fair fraction of its energy — say 50 per cent. 
The problem of obtaining from carbonaceous fuel a large 
fraction of its total energy is the greatest of those set 
before the modern technical investigator. By present 
methods the loss is almosl; wholly in the steam engine, 
which is a device depending for its efficiency on the drop 
of temperature from the cylinder to the condenser. The 
boiler gives a fair return of the heat put into it — ^say 70 
per cent. The dynamo gives a good return of the energy 
put into it — say 96 per cent. The combined efficiency of 
the two is 66*5 per cent. The rest of the loss, which 
brings the efficiency of the combination down to some- 
thing less than 10 per cent., is due to the steam engine. 
Now when suitable material, such as zinc, is oxidised in a 
battery, the fraction of its energy which returns as elec- 
trical energy is high, e.g, 90 per cen^t. But zinc is too 
costly a fuel to be used for any but highly special pur- 
poses, where cost is a secondary consideration. Therefore 
it has long been a matter of endeavour to convert the 
energy of carbon or carbonaceous fuel directly into 
electrical energy. There have been many attempts to 
reach this goal — some ill-considered and doomed to failure, 
others rational but unsuccessful. The task is still un- 
accomplished and the problem unsolved. 

The fundamjBntal difficulty in the way of constructing 
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a primary cell which shall yield electrical energy by the 
oxidation of carbon instead of zinc depends on the 
fact that carbon will not dissolve in any electrolyte 
by simple displacement of the positive ion of that elec- 
trolyte. The sort of reaction which must be sought if 
carbon is to be utilised as the positive element in a 
primary cell may be stated as follows. Suppose a carbon 
electrode immersed in fused silica, and opposed to a plati- 
num electrode immersed in fused lead oxide. One may 
conceive the carbon being oxidised at one end of this 
chain and lead being liberated at the other, the balance of 
energy represented by the diflference between the heats 
of combination of oxygen with carbon and lead appearing 
as electrical energy. If the carbon were immersed in 
fused lead oxide and opposed to a platinum electrode it 
may be assumed that the combination would be less 
effective, because of the oxidation of the carbon being 
chemical and local instead of electrolytic. Such a con- 
dition is comparable with a cell consisting of zinc and 
platinum immersed in strong nitric acid. No doubt a 
portion of the energy of the dissolving zinc would appear 
as electrical energy, but the greater part would appear as 
heat. Separate the zinc from the oxidant, as in a Grove's 
cell, and the combination becomes efficient. If a success- 
ful carbon cell is to be constructed on the lines of 
ordinary primary cells using zinc, it must have the car- 
bon dissolving i^ a non-oxidising electrolyte and it or its 
equivalent being oxidised at the other electrode by an 
oxidising electrolyte. The difficulty of devising such a 
cell, is enhanced by the fact that the only practicable 
oxidant, air, is a gas, and the products of the oxidation of 
carbon, carbon monoxide and carbon dioxide, are gases. 
These and like considerations make the task of devising 
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a rational carbon cell so difficult that one may well be- 
lieve that the solution of the problem of converting the 
energy of carbonaceous fuel direct into electrical energy 
will be on lines totally different from those furnished by 
the analogy of the zinc primary cell. 

The difficulty of using carbon as the attackable elec- 
trode in a primary cell is not unique. It occurs with 
most non-metals. Thus it is not easy to scheme a cell in 
which sulphur shall furnish energy smoothly and com- 
pletely by virtue of its heat of combination with oxygen ; 
the same holds for phosphorus. It is true that both these 
elements, and indeed carbon itself, will dissolve when 
made the attackable electAde in an electrolyte consisting 
of hot concentrated sulphuric acid, but the reaction in 
all cases is more or less local and confined and does not 
yield a favourable return of electrical energy. 

Becquerel in 1856 seems to have been the first to observe 
that when a rod of carbon was immersed in fused nitre 
at such a temperature as to cause its oxidation a current 
was produced if an unattackable electrode was present, 
e.g, the platinum vessel containing the nitre. This 
observation was repeated by Jablochkoff in 1877, who 
constructed a cell consisting of a cast-iron pot serving 
as the unattacked electrode and containing fused nitre, in 
which hung a basket of iron wire containing coke. The 
coke was oxidised at the expense of the nitre and a 
current was produced ; the combination is said to have 
given a pressure of 2-3 volts — a somewhat doubtful 
statement. This apparatus had the considerable defect 
that the inevitable and wasteful local chemical oxidation 
of the carbon was enhanced by local electrolytic attack, 
due to the iron basket used to contain the coke. It was, 
however, better than some inventions of later date, in that 
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it attempted to use coke instead of plates of artificial 
carbon of impracticable cost. 

Before proceeding to a further discussion of the carbon 
cell a calculation of its possible output may be usefully- 
made. Carbon in being oxidised to COg gives 96-96 Cal, 
i.e. 24*24: Cal per gramme equivalent. This corresponds 
with 96,640 coulombs at a pressure of 1*04 volts. 
Therefore a cell in which carbon is oxidised by air 
cannot have a higher e.m.f. than 1'04 volts. Zinc 
similarly oxidised will give current at a pressure of 1-86 
volts. In this respect the carbon cell is inferior to one 
burning zinc, because it is generally convenient to ob- 
tain current at a high pressure to avoid the necessity 
of multiplying units, i.e. cells. But when the total 
electrical energy, as distinct from the pressure at which 
it is delivered, is considered, the superiority of a carbon 
cell becomes manifest. One kilo of carbon gives 8,080 
Cal as against 1,329 Cal for 1 kilo of zinc, i.e. a given 
weight of carbon will give more than six times as much 
energy as an equal weight of zinc. Zinc is at least 
twenty times as dear as carbon in the form of coal, 
wherefore a given quantity of energy could be pro- 
duced from carbon in a primary cell for yf^- of the 
cost of the same quantity of energy from zinc, assum- 
ing identical efficiency. The disadvantage of a slightly 
lower voltage is insignificant compared with this great 
economy. 

In all the early experiments — and there are many — 
on the production of electrical energy by the oxidation 
of carbon and other non-metals there is a sad lack of 
quantitative records. The voltage of a given cell is 
generally stated, but the output of current for a 
given consumption of electrode almost never. It is, 

353 A A 



PRACTICAL ELECTRO-CHEMISTRY 

therefore, impossible to say how far the experiments 
approached towards a practicable cell ; it is certain that 
they never came within reasonable distance, as other- 
wise that cell would be in use now. 

Other oxidants than nitre have been used in the carbon 
cell. Barium peroxide will serve, and has the advantage 
of being capable of regeneration by air from the barium 
monoxide to which it is reduced. Copper or lead oxide 
would not act in this manner apparently, because the 
metals which are produced by their reduction establish 
direct metallic conduction between the electrodes and 
prevent the progress of the electrolysis. When, however, 
the carbon is not directly in contact with the oxide, but 
is covered with a layer of fused salt, e.g, potassium car- 
bonate, the conditions necessary for electrolytic disso- 
lution are re-established. 

One of the latest attempts to devise a practicable carbon 
cell has been made by W. W. Jacques. The chief features 
of the cell proposed are shown in Pig. 47. a is a carbon 
electrode, immersed in fused caustic soda contained in an 
iron pot b, set in a furnace (not shown) so that the 
alkali may be kept liquid. The pot serves as the un- 
attacked electrode. Oxygen is supplied in the form of 
air blown in through the pipe c, ending in the perforated 
ring D. Surplus air and the gaseous products of oxida- 
tion escape by the vent e in the cover r, which is of 
insulating material, e,g. fire-clay. 

The carbon is said to be oxidised to carbon dioxide by 
the finely divided air issuing from the ring and to yield 
its energy as current. It is claimed that from a battery 
of 100 cells a current of 16 amperes at a pressure of 
90 volts was obtained for 18J hours with a consump- 
tion of 8 pounds of carbon. This corresponds with an 
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eflBicieiicy of 79 per cent., reckoned on the amount of 
carbon consumed. Even accepting these figures the 
true efficiency of the cell cannot be stated thus, because a 
large quantity of heat is reqtiired to keep the electrolyte 
fused and a good deal of energy is needed to drive air 
through the molten mass. But the fact of the matter 
is that the cell is a chimera. Various elaborate calcu- 
lations and experiments have been published tending to 
attack it in detail ; they are unnecessary, because the 
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Fio. 47. 

device is wrong in principle. There is no evidence that 
the current is due to oxidation of carbon ; such evidence 
as there is goes to show that it is due to a thermo-elec- 
tric action and occurs as well with a non-consumable 
electrode. Next, if it be supposed that the energy is 
produced by the oxidation of carbon it may be rightly 
concluded that the product of oxidation, COg, will be 
absorbed by the electrolyte, caustic soda, which will be 
speedily spoiled. Thirdly, the carbon proposed to be 
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used is battery carbon, i.e. carbon in the form of ex- 
pensive manufactured electrodes. These, even if con- 
sumed economically, would be a costly form of energy. 
The best proof of the correctness of these strictures is 
found in the fact that the Jacques cell, although much 
extolled at the time of its invention by the lay and the 
less intelligent part of the technical press, is extinct. 

The only other cell which attempted with any plausi- 
bility to convert the chemical energy of carbon directly 
into electrical energy is that devised by Borchers. This 
was the outcome of a luminous and exact disserta- 
tion by Ostwald, and was in its inception an honest 
attempt to follow the principles laid down by that 
great chemist. Ostwald's pronouncement is sufficiently 
fundamental to demand reproduction here. He indi- 
cated with clarity and precision that direct chemical 
action is not adapted for the production of electrical 
energy ; that if the reaction on which the production 
of energy ultimately depends is caused to occur on the 
spot where is the source of energy, e.g. the dissolving 
electrode, the energy evolved will be as heat and not 
as electricity. An experiment illustrates this point 
fully. Two vessels are filled with a solution of potassium 
sulphate and are put into electrolytic connection by means 
of a syphon. In one vessel is placed a rod of zinc and 
in the other a rod of platinum. On connecting these 
electrodes through a galvanometer a current passes 
momentarily and then ceases because the zinc cannot 
continuously dissolve in such a medium and give up its 
energy. In order to make the current continue it is 
necessary to provide an acid which will dissolve the zinc. 
Now comes the question : into which of the two vessels 
shall the acid {e.g. sulphuric acid) be poured ? Obviously 
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(and erroneously) into that containing the zinc ; correctly 
(and evidently when the evidence is weighed) into that 
containing the platinum. The zinc dissohdng from the 
zinc electrode traverses the electrolyte and appears in 
the form of its equivalent of hydrogen at the platinum 
electrode. The zinc may be regarded as becoming 
ionised, each of its ions bearing a positive charge, and 
transferring this charge through the electrolyte from ion 
to ion, ultimately neutralising the charge of a hydrogen 
ion negative to its own, deionising the hydrogen, and 
causing it to appear in the ordinary molecular state as a 
gas at the platinum electrode. The fact that the con- 
nection between the electrodes consists of an electrolyte 
containing ions neither of zinc nor of hydrogen is im- 
material ; the fate of the zinc at one end, and the ulti- 
mate product (hydrogen) at the other, alone need to be 
regarded for the purpose of the present case. It will be 
observed that when, as in this experiment, the acid is ii;i 
the compartment remote from the zinc, dissolution of the 
zinc is dependent on the passage or production of a 
current, and is not local and wasted in the liberation of 
heat. 

The broad fact that the action on the attacked elec- 
trode should be, as it were, at a distance, leads to the 
conclusion that cells of the Jablochkoff type, consisting 
of carbon, opposed to an unattackable electrode in a 
strongly oxidising electrode, such as nitre, are wrong in 
principle. The carbon should dissolve in a non-oxidising 
electrolyte, and it, or its product, should be oxidised by 
an oxidising electrolyte at the other electrode. To re- 
turn to our old illustration: it is no doubt possible to 
obtain a current from a couple of zinc and platinum 
in strong nitric acid, but the combination is absurd. The 
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nitric acid has to perform two functions : (1) that of a 
simple solvent at the surface of the zinc, and (2) that of 
an oxidant of the zinc or its equivalent (a depolariser 
in the old phraseology) at the surface of the platinum. 
Incidentally there is tumultuous and wasteful local 
chemical action of the nitric acid as an oxidant on the 
zinc. For the proper understanding of such questions 
nothing is needed but a sound chemical instinct; this 
is, unfortunately, rare, and its absence accounts for 
many errors. Ostwald has gone beyond his negative 
criticism of the carbon cell as it is, and has indicated 
the lines on which its construction should be attempted. 
"The carbon cell of the future," he says, "should have 
the oxidising agent in the place where the carbon is 
not " ; this oxidising agent must be either the oxygen 
of the air or some carrier thereof. Such a cell will 
work precisely like an ordinary furnace. On one side 
coal will be thrown in, and on the other air will be 
introduced, energy and CO, being the products. Be- 
tween the coal and the oxygen must be an electrolyte 
which will suflfer no permanent change, and can be used 
continuously to bring about electrolytically the oxida- 
tion of the carbon. Fired by these beautiful and exact 
ideas, Borchers attempted to devise a cell for obtain- 
ing electrical energy direct from carbon, or at least 
carbon partially oxidised. Carbon monoxide, in being 
oxidised to CO,, yields about two-thirds of the total 
quantity of energy obtained by the complete oxidation 
of carbon to CO,. CO is soluble in cuprous chloride, 
forming therewith a loose compound (CugClgCO). Oxygen 
in the presence of an acid, e.g. HCl, is capable of oxidising 
cuprous chloride to cupric chloride. Here, then, were 
all the elements of success. A cell consisting of two 
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carbon electrodes immersed in an acid solution of cuprous 
chloride and supplied, the one with CO and the other 
with (or air), might be expected to yield a curt^nt at 
the expense of the CO and 0, and with no permanent 
change of the electrolyte. A cell constructed on these 
lines gave a feeble current, which was slightly increased 
by increasing the surface of contact between gas and 
liquid by surrounding the electrodes with coke. When 
copper electrodes were substituted for electrodes of car- 
bon, a somewhat better result was obtained, but the 
results put forward tend to show that the current was 
produced by the dissolution of the copper electrodes 
rather than by the oxidation of CO. Borchers brings 
forward almost no quantitative evidence, especially con- 
cerning the consumption of CO and production of CO,. 
He claims an efficiency of 27 per cent., but this claim 
appears to be based on an observed maximum voltage of 
0-4 volt, as compared with 1*47 volts, the calculated maxi- 
mum for the equation CO + O = CO,. Seeing that no 
d^ta are given respecting the consumption of CO neces- 
sary to produce the feeble current (0-008 ampere) which 
could be maintained at this pressure, it is evident that 
the claim for a 27 per cent, efficiency is groundless. 
Throughout the investigation the evidence adduced is 
weak and inconclusive from the chemical and quanti- 
tative side. There is, for example, no attempt to measure 
the consumption of CO, to prove that it is actually oxi- 
dised to CO2, or to show that the source of current is 
not merely the oxidation of CugCI, by air. Later at- 
tempts, by the use of copper electrodes and the like, to 
attain a better result are still more indecisive, because 
they import questions (such as the dissolution of the 
copper) other than the plain issue, " Do CO and unite 
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electrolytically with the production of current when 
supplied to two unattackable electrodes immersed in a 
solution of cuprous chloride ? if so, what is the efficiency 
of the combination?" Direct experiments by R. Mond 
with two carbon electrodes immersed in a solution of 
cuprous chloride and supplied, the one with CO and the 
other with air, showed that the voltage of the combina- 
tion was only 0*0015 volt. This most destructive obser- 
vation has never been explained or refuted by Borchers, 
and until it is his cell must be considered as based on 
an illusion. This is the present situation of the only 
earnest attempt to follow a course of enquiry consonant 
with Ostwald's dicta. 

It is clear that, if it is attempted to obtain electrical 
energy direct from carbon by methods analogous to 
those used for obtaining electrical energy direct from 
zinc in a primary cell, some plan must be found whereby 
carbon can be dissolved in an electrolyte in such, a way • 
as to form ions. The balance of evidence goes to show 
that carbon has not been thus dissolved to form ions 
but, nevertheless, some ground exists for maintaining a 
contrary opinion. Dr. Coehn has called attention to the 
work of Bartoli and Papasogli, and has extended the 
line of enquiry there indicated. Bartoli and Papasogli 
observed that when a current is passed between carbon 
electrodes in dilute sulphuric acid the anode is not quite 
unattacked, but takes part, in the process of electrolysis, 
as is witnessed by the fact that CO and COg, as well as 0, 
appear as anode products. By varying the concentra- 
tion and temperature of the acid and the density of the 
current, Coehn succeeded in obtaining conditions in 
which the carbon was consumed, with the production 
at the anode, no longer of oxygen, but of a mixture 
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containing 70 per cent. COg, about 30 per cent. CO, and 
not more than 1 per cent. 0. During the electrolysis 
the acid became red-brown in colour, and evidently con- 
tained carbonaceous matter in solution; the gradual 
destruction of the anode is due, not to mere disintegra- 
tion, but to actual dissolution of the carbon. When 
electrolysis is continued, using in such a solution a 
carbon anode and a platinum cathode, a black deposit 
appears on the cathode. Coehn has succeeded in col- 
lecting a small quantity of this, and finds. that it consists 
of carbon, with hydrogen and oxygen in proportion to 
form water. He is disposed to regard it as an hydrated 
form of carbon, and to consider that he has succeeded 
in effecting the electro-deposition of carbon ; hence that 
carbon ions are formed under the conditions of his ex- 
periment. These interesting observations may be re- 
corded, but the deductions drawn from them must be 
received with some reserve. Even if the deposit is an 
hydrated form of carbon, it by no means follows inevit- 
ably that carbon ions are present in the electrolyte and 
are deprived of their charges and deposited in the usual 
way as elementary carbon. It is quite as likely that 
the dissolution of the carbon anode forms complex or- 
ganic substances, which by reduction at the cathode yield 
highly condensed carbohydrates of the general form " 
CrnHgnOn, such as the body CigHgOg. said to be left in 
the carbonaceous residue from the dissolution of highly 
carburetted iron {e.g, white cast iron) in cupric chloride 
solution. It will be observed that there are he^re two 
distinct questions. The first is whether carbon will dis- 
solve in sulphuric acid to form ions; it is indifferent 
for the purpose of this enquiry whether the ions are 
formed by the spontaneous dissolution of the carbon 
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with the production of current, or by the enforced disso- 
lution of the carbon by the impression on it of a current 
from without. This question must be considered unde- 
cided; the balance of evidence is on the negative side. 
The second question is whether carbon under these con- 
ditions dissolving in sulphuric acid can (whether it 
forms simple ions or not) act as a positive plate and 
produce electrical energy. Direct experiment by Coehn 
goes to show that this is possible. When a plate of 
carbon is opposed to one of lead peroxide in sulphuric 
acid it gives a constant current until the lead peroxide 
is reduced or the carbon consumed. No data are avail- 
able as to the output of this combination per equivalent 
of carbon consumed. The efficiency is probably not 
high, and in any case the combination is not a prac- 
ticable means of consuming carbon for the production 
of electrical energy on a large scale. There have been 
many other attempts to devise cells which shall dissolve 
carbon and render its energy electrically. With none 
of them has any real success been attained. In the 
greater number there has not been even an attempt to 
show success ; all inventors have shrunk from recording 
the two factors needed to judge of the efficiency of the 
cell, viz. the consumption of the carbon per unit of 
current and the pressure at which the current is de- 
livered. Many investigators seem to think that, if they 
show their cell to have a voltage of 0*7 on open circuit, 
or through a high resistance when the calculated voltage ^ 
is approximately 1, the cell has an efficiency of 70 per 
cent., the current per unit of material consumed being 
ignored. The fallacy is the converse of that frequent 
in the description of electrolytic processes, in which it is 
common to find the efficiency stated in terms referring' 

362 



POWER 

solely to the output per unit of current, irrespective 
of the pressure at which that current is delivered. In 
either case the error is suflficiently obvious and gross. 

Gas cells of the type of Grove's gas cell have also been 
tried. In the Grove gas cell, hydrogen and oxygen are 
fed to platinum electrodes, which are platinised and partly 
immersed in acidulated water. By reason of the power 
of platinum, especially when finely divided, to condense 
gases in its pores, the two gases are brought into such 
intimate contact at once with the electrode and the elec- 
trolyte that they unite electrolytically and produce a 
current. The possibilities of the cell are great, and an 
attempt has been made to realise them by Mond and 
Langer, who have striven to improve the cell mechani- 
cally so as to economise platinum and to use purified 
water-gas as a source of hydrogen. • It was found pos- 
sible to construct a cell, having 700 square centimetres of 
active surface and containing only 0'36 gramme of sheet 
platinum and 1 gramme of platinum black, which 
yielded a current of 2 to 2*5 amperes at a pressure of 
0-73 volt, and gave an energy efficiency of 60 per cent. 
Although ingenuity and perseverance have been lavished 
on it, the Mond-Langer cell has failed to achieve any 
practical success. 

The roundabout conversion into electrical energy of 
the chemical energy of carbon is represented by all ordi- 
nary primary cells using zinc, which metal has been 
reduced from its oxide by coal. The energy efficiency 
is very low, say 2 J per cent., and the money efficiency 
greatly lower, e.g, less than 1 per cent. Now it may be 
possible to utilise in some circuitous way the energy of 
carbon more efficiently than can be done with zinc as an 
intermediary, and Reed has sketched such a method, 
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which may be summarised thus. A current is obtained 
from cells supplied by a solution of sulphur dioxide (SOg) 
opposed to one of sulphuretted hydrogen (H,S) ; the elec- 
trodes are of inert material, e.g. platinum (or carbon). 
The combination of SOjg and HgS gives as its chief pro- 
ducts sulphur and water, thus : — 

SO2 + 2H8S = 2H2O+ Sj, 
the energy evolved being obtainable as electrical energy. 
A constant supply of SOg and H^S can theoretically be 
obtained by a cycle of reactions, needing for its realisa- 
tion nothing but a limited stock of sulphur and water, 
on which is impressed at intervals the energy represented 
by the oxidation of carbon. The requirements of the 
cycle are that sulphur shall be burned in air, the SOg sent 
to the electrolytic cell, and the heat used to induce the 
formation of CS^ from C and S, and HgS from CSg and 
HgO, the carbon being thereby oxidised to COg. The H^S 
is then sent to the electrolytic cell, where, reacting with 
the SOg, it regenerates sulphur; this is collected and 
again burned at the first stage of the cycle. For the 
details of the idea, the reader is referred to Reed's paper, 
"The Transformation of the Energy of Carbon into 
other Available Forms," appearing in Tlie Electrical 
Worlds xxxviii., 1896, page 44. The various steps men- 
tioned above lead ultimately to the formation of COg as 
the end product of the circuitous oxidation of carbon, 
with the calculated production of 61 per cent, of the 
total energy thus liberated as electrical energy. The 
sulphur and water are perpetually oxidised and decom- 
posed, and are merely intermediaries. The CSg, HgS, 
and SOg are still more ephemeral intermediaries. The 
whole scheme is sound and philosophical, but hardly to 
be realised in practice. 
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It will be seen from this brief sketch that the present 
position of the problem of converting the energy of 
carbon into electrical energy by means other than the 
boiler engine and dynamo is one of attempt, not of 
achievement. Much has been done to prepare the way 
for final success ; of practical success at present there is 
absolutely none. The enormous importance of the solu- 
tion of this problem must be my excuse for the space 
which I have given to its consideration. 

Returning from the possibilities of the future to the 
accomplished facts of the present, let us examine the 
question of the cost of electrical energy under different 
local conditions. 

WATER POWER 

A large waterfall is the cheapest source of power. An 
artificial fall of water, such as may be obtained by im- 
pounding the head waters of a river and conveying the 
collected water to a lower point in a closed channel, such 
as a steel pipe, comes next in order of merit. The power 
station at Niagara is a type of the first. Here a canal 
is cut from the river, above the falls, to the power house. 
In this canal are the intakes of large steel pipes which 
descend to the bottom of the turbine pit, which has a 
depth somewhat less than the height of the falls. The 
water passes from these pipes through the turbines to 
the tail race, which is carried out at a point below the 
falls. Thus the whole head of water represented by the 
height of the falls is utilised without the employment 
of any great length of steel main. A typical example 
of the other mode of construction is afforded by the 
power station at Brieg, on the Swiss side of the Simplon 
tunnel. Some miles above Brieg is the glacier from 
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which the Rhone issues. The river flows torrentially 
down the valley, but there is no definite waterfall. A 
portion of the river is impounded at the glacier end, and 
is conveyed in steel pipes along the course of the river 
and delivered to turbines at the power house. The head 
is of course represented by the difference in level of the 
upper and lower end of the pipe. The turbines are used 
to drive dynamos which supply electrical energy repre- 
senting a large fraction of the total calculated energy of 
the falling water. Thus, if the eflSciency of the turbine 
is taken at 70 per cent., and that of the dynamo at 90 
per cent., the joint efficiency of the plant will be 63 per 
cent, at the terminals of the dynamo. It is often found 
necessary to transmit current to some distance, and for 
this purpose that supplied by the dynamo may be sent 
into a step-up transformer, transmitted at a high pressure, 
and reconverted into current at a low or moderate pres- 
sure suitable for the work in hand by means of a step- 
down transformer. The expenditure for capital sunk in 
the transformers, together with that represented by their 
joint losses, is smaller than that needed to cover the in- 
terest on the capital sunk in a copper conductor of large 
section — at least when the distance of transmission is 
considerable. Thus it comes about that the process of 
converting low-pressure current into its equivalent of 
high-pressure current, transmitting the current at high 
pressure, and retransforming it to low-pressure current, 
complicated as it sounds, may be rational and economical. 
The cost of water power naturally varies according to 
local circumstances. Where the engineering difficulties 
in impounding the water and utilising it are small, the 
cost per H.p. year, allowing for interest on and deprecia- 
tion of plant, may be as low as £2 to £3. It must not 
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be concluded that power to be acquired at the rate of £2 
per H.P. year is necessarily twice as cheap as power at 
£4 per h.p. year. The value of the power clearly de- 
pends on its prospect of being commercially utilised, and 
since the ordinary object of these large water-power 
plants is to manufacture some chemical product, it is 
evident that the value of a given plant depends not only 
on its inherent cheapness, but on its accessibility. Saw 
materials must be brought to the spot, and finished goods 
must.be taken away; local labour must be obtained. 
Generally speaking, the cost of all means of doing the 
same thing becomes ultimately identical. Power from a 
waterfall is at present cheaper in money than power 
derived from coal^-first, because its inherent value is less 
understood ; secondly, because its utilisation involves a 
heavy expenditure of capital, a return on which is de- 
pendent on the establishment of novel industries, and 
thirdly, because it has to offer some attraction to the 
user of power to induce him to leave a known manu- 
facturing centre for a wilderness, access to which for his 
goods is difficult and expensive. An estimate based on 
actual expenditure is afforded by the calculated cost of 
power from the Lachine Rapids on the St. Lawrence River, 
near Montreal. The power house is designed for the pro- 
duction of about 20,000 h.p. The total capital cost is 
taken at £222,653, i.e. £11 38. per h.p. Interest and 
depreciation on this at 10 per cent, will equal £12^., and 
to this must be added a sum for operating expenses of 
9«., making for the h.p. year £1 11^. This estimate 
rests on the assumption that the whole of the 20,000 h.p. 
will be needed day and night for 366 days per year, a 
condition of things obtaining in electro-chemical manu- 
facture. For intermittent supply, such as that required 
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for lighting and traction, the cost would be greater, 
because interest and other permanent charges run on 
while no return takes place. 

With steam the cost per h.p. year is higher. A modern 
plant of not less than 1,000 h.p., using coal of fair quality 
costing &. per ton, may succeed in producing power at 
about £6 per h.p. year (reckoned at the engine-shaft), 
corresponding with about £7 per h.p. year of electrical 
energy at the terminals of the dynamo. A plant to 
work at this low cost must be exceptionally well placed ; 
under less favourable conditions the cost of an electrical 
H.p. year will approach £10. In all these cases the cost 
is inclusive, due allowance having been made for interest, 
depreciation, and the like. Broadly it may be taken 
that with water power a normal figure is £4 per h.p. 
year ; a good figure may be taken as £2 10^. per h.p. 
year, and an unusually good figure as £1 10«. per h.p. year. 
In all cases it is assumed that the plant will be driven 
day and night for seven days a week, and for as nearly 
365 days a year as need for cleaning and repairs will 
admit. Under modern conditions the comfortable, old- 
fashioned plan of periodical pauses is as obsolete as the 
ancient military method of going into winter quarters. 
It is possible that, for large installations a power plant 
consisting of gas engines driven by producer, gas might 
be even more economical than a good steam plant. In 
this case a portion of the nitrogen of the coal used in the 
producers is recovered as ammonium sulphate, and this 
turns the balance of advantage on the side of the gas 
engine. Failing such by-product, the advantage is 
dubious. 
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and chlorine process of, 
298 
Electrode, definition of, 4 
Electrodes, Hayden system of, 
54 
" Series " system of, 54 
Electro-deposition, 245 
of carbon, 360 
of copper ore iron, 254 
of iron, 277 
Electro -de posited nickel, im- 
purities in, 125 
properties of, 268 
Electro-gilding, 264 
Electrolysis, definition of, 8 
of calcium chloride, 326 
of cuprous salts, 76, 86 
of fused zinc chloride, 158 
of lead chloride, 96 
of organic comix>und8, 381 
of sodium acetate, 332 
of sodium benzoate, 333 
of sodium chloride, 286, 817 
of sodium salt of phthalic 
acid, 333 
Electrolyte, definition of, 4 

constitution and mechanism 
of, 12 
Electrolytic antimony, 139 

copper refining in America, 

60. 
deposition of zinc, 113 
dissolution of carbon, 351, 

3rx) 
gold refining, 105 



Electrolytic manufacture of 
chloroform, 341 
hypochlorites, 320 
iodoform, 340 
ozone, 328 
perchlorates, 323 
Electrolytic oxidation of eu- 
genol, 339 
hydroxybenzoic acid, 389 
nitrotoluene, 338 
Electrolytic parting of gold and 

silver, 108 
Electrolytic production of ani- 
line, 337 
vanillin, 339 
Electrolytic purification of sugar 

juice, 343 
Electrolytic recovery of gold, 101 
Electrolytic reduction of indigo, 
342 
nitraldehydes, 336 
nitrobenzine, 334 
Electrolytic refining of gold, 
silver, and copper al- 
loys, 117 
lead, 89, 93, 98. 
nickel, 120 
" zinc amalgam," 159 
silver refining, 114, 116 
winning of copper, 64 
nickel, 127 
zinc, 148 
Electrolytically refined copper, 
composition of, 58, 85 
in America, 60 
refined nickel, composition 
of, 129 
Electroplating, 258 
Electrotyping, discovery of, 245 

moulds for, 248 
Electro-zincing, 272 
Elmore process of copxx>r deposi- 
ting, 62 
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Faraday's Law, 7 

Ferro-silicon for anodes, 86 

Foerster, researches on nickel of, 
123 

Foerster and GUnther, re- 
searches on zinc deposi- 
tion of, 146 

Furnace, electric, 203 

Gas cells. Grove's, 3f53 

Mond and Langer's, 363 
Gold, 9'J 
Gold anode sludge, composition 

of, 112 
Gold extraction, Haycraft's pro- 
cess, 104 
Pelatan-Clerici process, 105 
recovery, electrolytic, 101 
Siemens - Halske pro- 
cess, 101, 103 
Andreoli's, 104 
plating, 264 
GraetzeFs magnesium process, 

190 
Graham's process of copper de- 
positing, 63 
Grove's gas cell, 363 

Hall's aluminium process, 17G 

Hargreaves-Bird, caustic soda 
and chlorine, process of, 
302 

Haycraft's process of gold ex- 
traction, 104 

Hayden system of electrodes, 54 

Heat generated electrically, 24, 
80 

Hermite's process for hypochlo- 
rites, 321 

Heroult's aluminium process, 
167 

Hittorf , researches on chromium 
of, 216 



Hoepfner process, 76, 79, 84 

for zinc, 166 
Holland and Bichardson, caustic 

soda and chlorine procesa 

of, 298 
Hulin process for sodium and 

chlorine, 288, 292, 296 
Hypochlorites, electrolytic 

manufacture of, 320 
Hermite's process, 321 
Hypothesis, the ionic, 19 

Indigo, electrolytic reduction of, 
342 

Iodoform, electrolytic manufac- 
ture of, 340 

Ion, definition of, 4 

Ionic hj'pothesis, 19 

lonisation, 16 

Ions, charges of, 17 

Jahlochkoif's carbon cell, 352 
Jacques's carbon cell, 354 
Joule, 9 

Keith's electrolytic lead pro- 
cess, 90' 

Kellner's process for chlorates, 
324 

King's carbide furnace, 225 

Leaching with cuprous chloride, 

81 
Lead, spongy, 94 

Magnesium, 190 

uses of, 194 
Marchese process, 65 
Membrane "semi- permeable" 13 
Memmo's carbide furnace, 228 
Mica for diaphragms, 85 
Minet-Bernard aluminium pro- 
cess, 180 
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Moebius process for gold and 

silver, 109, 118 
Moissan, researches on electric 

furnace of, 206 
Molybdenum, 217 

carbide, 217 
Mond and Langer*s gas cell, 863 
Moulds for electrotypes, 248 
Mylius and Fromm, researches 

on zinc of, 143 

Nickel, 118 
anodes, 125 

matte, composition of, 180 
plating, 267 
"striking bath "for, 271 

Nitraldehydes, electrolytic re- 
duction of, 836 

Nitrobenzine, electroljrtic re- 
duction of, 884 

Organic compounds, electrolysis 

of, 831 
Osmotic pressure, 12 
Ozone, electrolytic manufacture 

of, 828 

Pelatan-Olerici process of gold 

extraction, 106 
Plating, bright, 262 

cleaning goods for, 269 

cobalt, 271 

electro, 258 

gold, 264 

nickel, 267 

" quicking " goods for, 260 

silver, 269 

<* striking bath " used in, 262 
Power, 849 

Processes, chemical and electro- 
chemical, compared, 27 

Reducing copper, energy neces- 
sary for, 67 



Heed's carbon cell, 864 
Refining copper matte, 65 

" Semi-permeable " membrane, 

13 
"Series" system of electrodes, 

54 
Siemens-Halske, copper-refining 
process, 68, 75 
electrolytic antimony pro- 
cess, 137 
gold recovery process, 101, 

108 
zinc process, 148 
Silicide, 211, 242 
Silicon carbide, 285 
Silver, 99 
Silver plating, ^ 
Sodium, 198 

acetate, electrolysis of, 882 

benzoate, electrolysis of, 838 

Sodium and chlorine. Borcher's 

electrolytic process, 296 

Hulin electrolytic process, 

288, 292, 295 
Vautin, electrolytic pro- 
cess, 290 
Solutions, theory of, 12 
Steam engine, efficiency of, 850 
Stea;m power, cost of, per h.p. 

year, 368 
" Striking bath," for nickel plat- 
ing, 271 
Strontium carbide, 228 
Sugar juice, electrolytic purifi- 
cation of, 343 

Tanning, electric, 844 

Theory of solutions, 12 

Thofem process of copper de- 
positing, 68 

Tin, recovery of, from tinplate. 
134 

Tin matte, 133 
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Titanium, 219 

Tommasi's electrolytic lead 

process, 91, 94 
Tungsten, 217 
Tungsten carbide, 218 
Vats, copper depositing, 87, 47 
Vautin process for sodium and 

chlorine, 290 

Water i)ower, capital cost of, 
367 
cost of, per h.p. year, 966 
Willson^s carbide furnace, 228 

Zinc, 141 

Ashcroft process for, 152, 154 



Zinc, Cowles' process for, 142, 208 
Duisberg process for, 158 
Electrolytic deposition of, 
148 
winning of, 148 
Foerster's and Gttnther's 
researches on deposition 
of, 146 
Hoepfner process for, 156 
Mylius and Fromm*s re- 
searches on, 148 
Siemens-Hal ske process for, 
150 
" Zinc amalgam " electrolytic 

refining of, 159 
Zinc chloride, electrolysis of 
fused, 158 
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